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HOME OFFICE 

Whitehall, SW1A 2AP. 

Tel. 01-930 8100. 

Secretary of State: The Right Hon. Roy Jenkins, m.p. 

Ministers of State: Alexander Lyon, m.p.; Lord Harris of Greenwich. 
Parliamentary IJnder-Secretary of State: Dr. Shirley Summerskill, m.p. 
Permanent Under-Secretary of State: Sir Arthur Peterson, k.c.b., m.v.o. 
Legal Adviser: Sir Kenneth Jones, c.b.e. 

Chief Inspector Immigration Service: H. J. G. Richards. 

Chief Inspector: Cruelty to Animals: R. S. Vine, b.sc., m.r.c.s., l.r.c.p. 
Chief Inspector : Dangerous Drugs: C. G. Jeffery. 

Chief Probation Inspector: M. J. Hogan. 


POLICE DEPARTMENT 

Home Office, l orseferry House. Dean Rvle Street, London SW1P 2AW 

Tel. 01-211 plus extension. 

Deputy Under-Secretary of State: Sir Janies Waddell, c.b. 

Assistant Under-Secretaries of State: A. S. Baker, o.b.e., d.f.c. 1 F.l, F.4, F .6 Divisions, 
Warning and Monitoring Organisation, Supply and Transport Branai); A. D. 
Gordon-Brown (F.2, F.3, F.5 Divisions),; J. B. Howard (F.7 Division Police 
National Computer Unit, Joint ADP Unit). R. A. Janies, m.c. 1 Iechnical Services, 
F.8 Division, Directorate of Telecommunications, Police Scientific Development 

Branch, Forensic Science Service). 


F.l Division 

Assistant Secretary: T. C. Platt, Lxt. 6688. 

Metropolitan Police—establishments, estimates, general orders; all forces— pay and conditions of 
service; organisation, establishment and manpower of provincial forces and City ot London. Police 
Council for Great Britain; Police Advisory Board; National Police Fund; welfare, sports clubs, 
prisoners’ property; visits and secondments abroad; hire of police dogs and horses, police grant, 
special constabulary and first police reserve; police mutual aid; appointment of Chief Officers. 

F.2 Division 

Assistant Secretary W. J. Bohan, Ext. 3975. 

Police powers and procedures; crime detection; Regional Crime Squads; Interpol; air navigation; 
Research; Criminal Statistics; Criminal Records (General PolicG A police honours, discipline. 

complaints against the police. 

F.3 Division n , c 

Assistant Secretary• G. H. Bskcr, d.s.c,, Ext. 335~. 

Road Traffic legislation; fixed penalty system; drink and driving; traffic wardens and ^* 00 1 crossing 
oatrols* traffic restraint and regulation; motorways; Construction and Use Regulations; Road Safety, 
Traffic Committee; Crime Prevention; Private Security Organisations; Queens Gold Medal Essa> 
Competition; National First Aid and Life Saving Competitions. 

FA Division 

Assistant Secretary: D. H. J. Hilary, Ext. 3006. 

Public order; Security Liaison subversive activities; Firearms; relations between 
persons; amalgamations and police areas. 

F.5 Division ^ 

Assistant Secretary: E. R. Cowlyn, Ext. 5764. . , . r . p olice 

CoSid"foSEfof graJua,^ polio, promo,ion ox.mm..,onsi 
common police services; police uniforms, foreign visitors, films. 

F.6 Division „ 

Assistant Secretary: J. F. D. Buttery, Ext. 3572. 

Co-ordination of action in civil emergencies; police war planning. 

F.7 Division . „ •, r- . 

Directing Grade Engineer: G. W. A. Duguid, Ext. 3__7. 

.. ... ^ _..^ ... _tkia tJnnu'fc ( Hlirp 

Policy res 
Unit and 

Record Offices and financia 
and Computer Committee. 
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lOREN 

Home Office Central Res, 
4PN. Tel. Tadley 3! 
Office; Miss M. Nori 
F.R.C.path. Deputy Di 

Tel. Tadley 3022. 

Home Office Forensic Sci, 
Tel. Tadley 3866 or 4 
F.R.i.c. Principal Sett 
N. Dunnett, a.r.i.c., 
ph.d., T. J. Rothwel 
Jepson, Ext. 5936. Pit 
Ext. 5933, Pte. Tel. N 

Home Office Forensic l 
Birmingham B5 6Q< 
Tel. Knowle 6727. P 
Weston, b.sc., ph.d., 
Lloyd, ph.d., F.R.i.c 
R N. Totty, b.sc., 
Pte. Tel. 021-449 15! 

Home Office Forensic S( 
IJY. Tel. Bristol 68 
Tel. Bristol 628397. 
Horncastle, m.sc., p 
Reade, b.sc. Crimit 
Det. Chief lnsp. R. 
Det. Sgt. A. J. Hull 

Home Office Forensic Sc 
Cardiff CF4 5YG. 

B.SC., M l.BIOL., PtC 

B. R. J. Morgan, B 
m.a. Pte. Tel. Care 

A.R.t.C. Police Liais 

624 (STD Code 0i 
212366. 


Home Office Forensic 
6HJ. Tel. Chorley 

Principal Scientific 

b.sc., a.r.i.c., Dr 
ph.d. Police Liaiso 
(STD Code 077 4 
0772), Det. Sgt. D 


Home Office Forensic S 
North Yorkshire 1 

M. Barclay, b.sc.. 

1 Officers — Chemist- 

Osborne, b.sc. P« 
Pte. Tel. Harroga 
Shersby, Det. Sgt. 
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Home Office Forensic . 
Newcastle upon 
0632). Director: 

Officers—Chemist 

R p. G. Gregory 

T C Tipler, Pt e - 
Pte To). W hick hr 
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Sutton 
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N. Galbraith, c.b.e., q.p.m., d.l., Hayes House,The Hayes, Cardiff CF1 - M u ' Evan s, 7°’ 
2673f; ,s. 41507 (STD Code 0222). Staff Officers: Chiet Supt- 
Chief Supt. C. W. Evans and Supt. R. Ellis. , AO c la ff 
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Sir Arthur Peterson, K.C.h., 
office Whitehall, London SWIA 
Inspector of Constabulary, Hor*e 
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Police Station, Whitchurch Lane 
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REGIONAL CRIME SQUADS—ENGLAND AND WALES 

\ (l tional Co-ortlinatot . L. E. Read Esq., Metropolitan Police now -r 

Albert Embankment, London S.E.l. Tel. 01-230-5428 O T e ’ Tintagel 

___t/ o_* ta . 


House, 


c.off Officer: T/Det. Chief Supt. D. L. Burke 
Secretary- Miss M. Kilbey. 


I 


I Tel. 01-230 5439. 


pjfc i. REGIONAL CRIME SQUAD 

Regional Co-ordinator • Det. Chief Supt. H. V ates, m.b.l., P.O Box 10 Police Bui 

Stockport Road, Manchester M13 0KP. Tel. 061 -:~ * ‘ B 


228 1212. Ext. 8157. 



Deputy Co-ordinator: Det Supt. W. Finn. Tel. 061-228*1212, Ext. 8124 

Criminal Intelligence Officer: Det. Chief lnsp. W. Hamer. Tel. 061-236*1212. Ext 8118 


Branch Offices 

Location 

Blackburn 

Blackpool (Poulton le Fylde) 

Bolton 

Runcorn 

Liverpool 

Manchester 

Carlisle 

Hawarden 

Caernarvon 


I ele phone Numbers 
Supervising Officers 

0254 *51212, Ext. 87 

03912 *2216, Ext. 26 

0204-*22466, Ext. 216 

09285 *63491, Ext. 215 

051-709 *6010, Ext. 3093 

061 228 *1212 Ext. 8128 
Extns. 6128 

0228 *28191, Ext. 41 

0244 *531666*, Ext. 28 

0286 3333*, Ext. 220 

“Force telephone number. 


General Offices 

0254 *51212. Ext. 84, 86 

0204 *22466. Ext. 218 
09285 *63491, Exts. 213, 214 
051 709 *6010, Extns. 3150 
061 228 *1212, Ext. 8152 


0244 531666*, Exts. 22. 36 
0286 3333*. Ext. 221 


No. 2. REGIONAL CRIME SQUAD 

Regional Co-ordinator: Det. Chief Supt. J. Vinton, Police Station, Court Lane, Durham 
City. Tel. 0385-62015. 

Deputy Co-ordinator: Det. Supt. K. Barritt. Tel. 0385-62015. 

Criminal Intelligence Officer: Det. Chief lnsp. E. Cooper. Tel. 0385-62015. 


Branch Offices 

Location 

Mid-Durham (Durham City) 
Teesside (Billingham) 

Tyneside (Gosforth) 

York (Eskrick) 


Telephone Numbers 
Supervising Officers 

0385 *64929 Ext. 482 
0642 *552107, Ext. 37 
0632 *23451, Ext. 326 
0904 87395 

♦Force telephone number 


General Offices 
0385 *64929, Ext. 482 
0642 *552107, Ext. 37 
0632 *23451, Ext. 332 


o. 3 REGIONAL CRIME SO* ^> West Yorkshire Metropolitan 

tgional Co-ordinator: Det. Chief k efield! Yorks. Tel. 0924 *75222. Ext. 327 

Police, P.O. Box 34, Market Street Wak . ^ ^ & ^ 

eputy Co-ordinator: Det. Supt. J. Con oy. e . - *7^222, Ext. 329 

insn R. Wiseman lei. u?z-+ -- 

•iminal Intelligence Officer: Det. 

Ri 361 


Branch Offices 

Location 

Cleet herpes 
Leeds 

Nottingham (Kimberley) 
Sheffield (Rotherham) 
Humber (Hull) 


Te le phone N w tnbe rs 

Supervising Officers 

0472 *63825, Ext. 37 
0532 *35353, Ext. 2037 
060-743 2771/2/3 
0742 695698 
0482 *26111. Ex!. 239 

•Force telephone number. 


General Offices 

0472 *63825. Ex! 45 
0532 *35353, Ext. 204"’ 8 
060-743 2771 '2 3 


0742 6956‘*8 
0482 *26111. Exts. 


239 & 240 
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No. 4 REGIONAL CRIME SWMI) I'ro.ry II 

Rtglmal Co-orMmmr: D,; !'“'f S 021-692 IK4G/K, E*l. «l. 

s,r« Nor.h, Birmingham 5 ^ |S46/8 , , ,, 31. 

Dt pu,y : Del. Supc • „ 2| . 692 mf< , x , , 2 

Operations: Det. Supt. R. Stc - K ,, cach . Tc 


< ,< 


tntnv 


If**' / ifff*!i 


. i * jrn j % 


!■ j * 


. * 


Tel 021-69/ \ M<, Exi 


Branch Offices 

Location 

Birmingham 


/ ele phone Numbers 

Supervising Offu < f rs 

02 1 692 *1846/8, fixtns. 24, 25 


Coventry 

Leicester 

Northampton 

Stoke-on-Trent 

Wolvei Hampton (Wjednesfield) 


0203 *72211, Ext. 4 
0533 *20845, Ext. 120 
0604 *62731, Ext. 68 
0782 *29551, Ext. 220 
0902 *27851, Ext. 28 


Criminal Intelligence Office. 
Birmingham 

Criminal Intelligence Office, No. 4 
Regional Crime Squad, Priory 
House, Gooch Street North, 
Birmingham, 5. 


021 692 1846/8, Ext. 23 


**Force telephone number. 


General Office* 

021 692 *1846/8 Extru. 27/24 
29/35/36 

0203 72211 Ext 7, 25 
0533 *20845, Ext. 122 
0604 *62731, Ext. 69 
0782 *29551, Ext. 261 
0902 *27851, Ext. 29 

02) 692 1846/8, E/tnv 33 ami 34 


No. 5 REGIONAL CRIME SQUAD 

Regional Co-ordinator: Det. Chief Supt. J. ColTey County Police Stat.on, St. Albans 
Road East, Hatfield, Hertfordshire. Tel. 07072 67226/7. 

Deputy Co-ordinator: Det. Supt. A. Johnson. Tel. 07072 67226/7. 

Criminal Intelligence Officer: Det. Chief Insp. P. C. B. Williams. Tel. 07072 67226/7. 


Branch Offices 


Location 

Brentwood 

Harlow 

Luton 

Bracknell 

Norwich 

Reading 

Rickmansworth 


Telephone Numbers 
Supervising Officers 


0344 21311 Ext. 66 
0603 *21212 Ext. 64 
0734 *585111 Ext. 56 
09237 *731 1 1 Ext. 4 

**Force telephone number. 


General Offices 

0277 *220202 Ext. 11 

0279-416103/4 

0582 *24612-3 

0344 *21311 Ext. 40, 49 

0603 *21212 Ext. 65 

0734 *585111 Ext. 56 

09237 *73111 Ext. 14 


No. 6 REGIONAL CRIME SQUAD 

Regional Co-ordinator: Det. Chief Supt. H. Cowan, Police Station, John Street, Brighton 
BN2 2LA. Tel. 0273 *66744, Ext. 286 & 378. 

Deputy Co-ordinator: Det. Supt. W. I. McGregor. Tel. 0273*66744, Kxts. 286 & 378 
Criminal Intelligence Officer: Det. Chief Insp. W. Church. Tel. 0273 *66744, Ext. 375 


Branch Offices 


Location 

Ayiesham 

Swanley 

Portsmouth 

Southampton 

Brighton 

Walton-on-Thames 


Telephone Numbers 
Supervising Officers 

0622-65432 Ext. 420 1 
(Maidstone) ( 

0962-68133 Ext. 269 3 
(Winchester) J 

0273 *66744, Ext. 287 
09322 *21314, Fxt. 40 
**Force telephone number 


General Offices 

0304 840 880 
0322 67517/62237 

07018 72211 
0703 777831 

0273 *66744, Ext. 234, 288 
09322 *21314, Lxt. 23, 39, 
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No . 7 REGIONAL CRIME SQUAD 

o^aitinal Co-ordinator: Dct. Chief SudL G M t n,.., . 

R g well, Rupert Street, Bristol, BS99 7TG. Tel. 0272 *22(S2 P 'Ext B 202 2 2 4 ’ NeW Bnde ' 
Deputy Co-ordinator: Det. Supt. F. Cross, d.f.c. Tel. 0272 *22022, Ext 2023. 
Operations (North). Det. Chief Insp. A. Abel (Bristol). Tel. 0272-22022 Ext 7024 
Operations (South) : Det. Chief Insp. P. Colling (Exeter). Tel. 0392 52191, Ext. 210. 
Criminal Intelligence Officer. T/Det. Chief Insp. J. Wareham. Tel. 0272 *22022 Ext. 2046 

r * 

Branch Offices 


location 

Bournemouth 

Bristol 

Cheltenham 

Exeter 

Plymouth 

Swindon 

Yeovil 


Telephone Numbers 
Supervising Officers 
0202 *22099, Ext. 366 
0272 *22022, Ext. 2024 
0242 *21321 Ext. 264 
0392 *52191, Ext. 210 
0752 *62811, Ext. 266 
0793 *281 11, Ext. 2172 
0935 *3232, Ext. 58 


General Offices 
0202 *22099, Ext. 364, 365 
0272 *22022, Extns. 2025-6 
0242 *21321, Ext. 263 
0392 *52191, Ext. 266 
0752 *62811, Ext. 221 
0793-*28111, Ext. 2172 
0935 *3232, Ext, 59 


Criminal Intelligence Office 



Criminal Intelligence Office, No. 7 
Reaional Crime Squad, P.O. Box 
2 4 New Bridewell, Rupert Street, 

« ;A-I I 


0272 *22022, Ext, 2046 


Bristol 1. 


* * Force telephone number 


No. 8 REGIONAL CRIME SQUAD 

Regional Co-ordinator: Det. Chief Supt. V. A. Butler, Central Police Station, Cathays 

Park, Cardiff CF1 3NN. Tel. 0222 *44111, Ext. 270. 

Deputy Co-ordinator: Det. Supt. G. Rogers. Tel. 0222 *44111, Ext. 271. 

Criminal Intelligence Officer: Det. Chief Insp. R. Davies. Tel. 0222 44111. Ext. 273. 


Branch Offices 

Location 

Cardiff 

Newport 

Swansea 

Carmarthen 


Telephone Numbers 
Supervising Officers 
0222 44111, Ext. 225 
0633 *62292 Ext. 235 
0792-54321 


Criminal Intelligence Office. 

Cardiff 

Criminal Intelligence Office, No. 8 
Regional Crime Squad, Police 
H.Q’s Cathays Park, Cardiff, CFI 
3 NN. 


* Force telephone number 


General Offices 
0222 *44111, Ext. 275 
0633 *62292, Ext. 288 
0792 42620 
0267 *6444, Ext. 48 


0222 *44111, Ext. 273 


REGIONAL 


* , * , ock o p M Metropolitan Police Office, New 

Scotland Yard, Broadway, London, S.W.l. Tel. (01) 230 3146. 

d • t r- a- . . cwf Sunt J W. Marshall, b.e.m., (Room 460) 4th Floot 

Regional Co-ordinator. Det. Chiet Supt- J. (Q]} 230 3288. 

New Scotland Yard, London, SW1 .H.Od • 

Deputy Co-ordinator: Det. Supt. J. J- Simmonds. Tel. ( _ ... 2*32 

Administration: New Scotland Yard, London, SW1.H.0BG. 


Branch Offices 

Location 

New Scotland Yard 
Barkingside 
West Hendon 
Brockley Police St. 
Mitcham 


Telephone Numbers 
Supervising Officers 


General Offices 
01-230 4291 
01-554 6404, Ext. 39 

01-202 51 Ui Ext. 31, 

01-691 3170 
01-648 *2121 


32, 33 


* Force telephone number 












METROPOLITAN 


New 


l '°" d0 "- SWIH «»< 
. 01 230 1212. Telex 22425 Metpol L,ln. 

e e S P “H n a mf, r , t ‘n St T “M«*«hs London Telex” 
and HanduiHs London Telex” (( .| d ( 


Commissioner: Sir Robert Mark, q.p.m. 

private Secretary: Mr. D. R. Pidgeon (2346). 

Deputy Commissioner: J. Starritt, c.v.o. 

Private Secretary: Miss E. V. Orr (2636) 

Receiver for the Metropolitan Police District: R. J. Guppy, c n 

Private Secretary: Miss J. M. Mist (2149). 



Mi PROPOLITAN POLICE DISTRICT 


The Metropolitan Police District includes the whole of Greater London, exclusive 
of the City of London, and comprises the following boroughs: 


1— Barking. 

2 — Barnet. 

3— Bexley. 

4— Brent. 

5— Bromley. 

6— Camden. 

7— Croydon. 

8— Ealing. 

9— Enfield 


10— Greenwich. 

11— -Hackney. 

12— Hammersmith. 

13— Haringey. 

15— Havering. 

16— Hillingdon. 

17— Hounslow. 

18— Islington. 


19— Kensington and 
Chelsea (Royal 
Borough). 

20— Kingston-on- 

1 hames (Royal 
Borough). 

21— Lambeth. 

22— Lewisham. 

23— Merton. 

24— Newham. 


25— Redbridge. 

26— Richmond-upon- 
Thames. 

27— Southwark. 

28— Sutton. 

29— Tower Hamlets. 

30— Waltham Forest. 

31 —Wandsworth. 

32—Westminster (City 
of). 


The Metropolitan Police District also comprises the following: 

{a) In the County of Essex: in the District of Epping Forest, the area of the former 
Urban District of Chigwell; the parish of Waltham Holy Cross. 

(b) In the County of Hertfordshire: the District of Hertsmere; in the District of 
Broxbourne, the area of the former Urban District of Cheshunt, in the District of 

Welwyn Hatfield, the Parish of Northaw. 

(c) In the County of Surrey: the District of Epsom and Ewell; the District of 
Spelthorne; in the District of Elmbridge, the area of the former Urban District 
of Esher; in the District of Reigate and Banstead, the area of the Immci 

District of Banstead. 


Attention is drawn to the fact that the following 

by the Metropolitan Police; correspondeiM«should ^oi^d ngly b^d^ws«l 

,o the Chief 

K5' 85—. Erith •* 

Division (see page 22). __ 




*. , • u a Kiitlrfincs can be obtained direct by 

Note: Telephone extensions in H.Q. builo k 

dialling (01)-230 followed by the extension numner. 



1 



is (all departments): Ext. 2201 
p.m. to 9 a.m.). 
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POL C'E AND CONSTABULARY EORCES 


\ 1 eTROPOL1TAN POLIC E—continued 


"A" Department {Administration and Operations). Assistant Commissioner: R. J. Mastel 
cb e Private Secretary: Miss I. M. Dawson (2540). Deputy Assistant Commit 
doners: S Coates ( Administration ), W. H. Gibson ( Operations). 


A 1. Complaints against police; liquor licensing; gaming; obscene publications; p u hl ic 
morals; mental health matters; animals; street and house to house collections — 
Principal: W. T. Davis (2900). Senior Executive Officers: B. A. Phillips (3002). 

C. R. A. Messenger (3522). D. W. Brown (2317). 

A. 2. Duties in divisions; police dogs; crime prevention; security of police buildings — Com¬ 
mander: L. Garrett, q.p.m. (3335). Chief Supts.: L. K. Hawkins, b.e.m. (2854) 

D. A. Ward (Dog Training Establishment: Layhams Road, Keston, Kent BR2 6AR 
(Biggin Hill 73132)), Det. Supt.: A. G. Thomson (Crime Prevention) (5304), Supt.. 
W. H. Tucker (Security of police buildings) (2922). 


A.3. Discipline; courts, provincial warrants and summonses —C ornmander J. i oogood 
(3556). Chief Supt.: V. T. Lashbrook (2226). 

A.4. Firearms , shotguns and explosives certificates; radio-active substances index: 

(Tintagel House, Albert Embankment, London SE1 7TT.) Senior Executive 
Officer: D. L. Gomez (5215). 


A.5. Mounted Branch—Chief Supt.: A. J. Pilcher (2984). Training Establishment: 
Imber Court, East Molesey, Surrey KT8 0BT. Correspondence to 11. Great 
Scotland Yard, London SWIA 2HJ. 


A.6. Metropolitan Special Constabulary—Chief Commandant: A. A. Hammond. 
Commandant ( Women's Section): Mrs. P. L. Bicknell. Higher Executive Officer■ 
H. G. Pullen (3671). 


A.7. Community and race relations; juvenile bureaux matters; young offenders; visiting 
forces; missing persons index — Commander: P. Marshall (3404). Chief Supt .: 
S. F. Phipps (2961). WjChief Supt.: M. Wedlake (2747). Higher Executive Officer 
{Road Safety Section): A. H. Dossett (4122). 

A.8. Public order; ceremonials; royalty protection {uniform); escorts; elections; special 
patrol group; diplomatic protection group — Commander: W. W. R. Fleming (2613) 
Chief Supts.: P. B. Brooks (2285), !. H. Kane 'S.P.G.) (01-572 7333, Fxt 34) 
D. H. Cree (D.P.G.) (4071). 


A.9. Communications, information room, public warnings—Commander: E T 
Matthews (3880). Supt.: V. M. Royal (26261. 

A. 10. Complaints against police investigation branch — Commander: R. H. Anning. 
q.p.m. (4110). Det. Chief Supts.: P. A. Penfold (4113), G. A. Catch (4201), W. A 
Wilson (4008), A. W. Lampard (4210), F. E. Cater (3907), S. J. Moore (3910), 


" B" Department (Traffic)—Assistant Commissioner: P. B. Kavanagh, q.p.m. Private 
Secretary: Mrs. V. A. Pengelly (3020). Deputy Assistant Commissioners: J A. 
Dellow (Planning), H. Hodgson ( Operations). Senior Principal: R V. Clark 

B. i . Secretariat: events on the highway; air navigation; street trading; school crossing 
patrols (not recruiting); miscellaneous traffic enquiries—Principal: Vacant. 
(3752). Senior Executive Officers: J. S. Johnstone (3755), K. H. Varney (3525). 

B.2. Traffic management application and special events; road works; traffic signals, 
cab ranks; bus and coach routes (Tintagel House, Albert Embankment, London 
SEI ITT)—Commander: R. A. C. Barker (5224) Chief Supt.: P. T. Crehan (5393). 

B.3. Public Carriage Office (15, Penton Street, London, N1 9PU ) Principal- G V 
Barns, m.b.e. (01-278 1744, Ext. 53). Chief Inspecting Officer: J T Everitt (35) 

B-4. Traffic process (2609 and 3852); 40 Beak Street, London W1R 3HH. Senior 
Executive Officer: E. C. Cox (3649). 

B.5. Traffic and accident research (Tintagel House, Albert Embankment, London SEI 
ITT)—Principal: J. C. Cutts, o.b.e. (5121). Chief Supt.: T. VV. D. Sullivan (5124), 
Superintendent: A. C. Burgess (3511 ) (Accident Prevention Unit). Senior Execulhe 
Officers: R. S. Ainsworth (5820), K. J. Tetley (5188), A. J. Chatwin (5178). 
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METROPOLITAN POLICE 


continued 


B ' 6 ' Executive Officers: Groom 0245), (2139) ' Seni °'' 

87 Streetf P arkm S : (40 Beak 
Senior Executive Officer: M. E B Keller (26H) Shnmpton > CBE ’ T D ‘ (25,4 >- 

B ‘ 8, R r j^alker^O^S/^Tn^°c E> H> Ma 88 s > Q- P M - (3218). Chief Supt.: 

L>- R^^Non^Nortl^We^TAlperlonj 

(01-446 3191), J. I. Miller, South West (Hampton) 01-979 9931). 

W- Centra! Jacket Office (Portman Square, London W1H 9FH). 01-935 4477) 
Principal. S. H. Carter * ! 17). Senior Executive Officer: C. A. A. Roberts (112). 

B10- Transport-Commander: B. J. Allsop (3455), Chief Supt.: K. E. Warwick (2908) 

B-1 1 • transport common services (109 Lambeth Road, SE1 7JH). Chief Inspector: 

B. O. Woolnough (6378). 


“ C " Department (Criminal Investigation) -Assistant Commissioner: C. P. 3. Woods, 
c.b.e. Private Secretary: Miss S. Morris (3650), Deputy Assistant Commissioners: 
J. S. Wilson, o.b.e. ( Administration\ , B. N. Hal'iday, o.b.e. (Support Services , 
V. S. Gilbert ( Special Branch), E. R. Bond, q.p.m. i Operations), J. W. Crane (C.6). 

C.l. Serious crime squads—murder squad; reserve squad; serious crime squad; bomb 
squad — Commanders: R. Habershon, m.b.e. (3997). J. Morrison (2535). Det. 
Chief Supts.: J. C. A. Hensley (2246), T. J. O'Connell (3155), W. Wright, m.b.e. 
(2892), H. Mooney (2639), 1. G. Reynolds (4043), J. F. Nevill (3325), P. R. Page 
(01-488 5402), P. C. Duffy (2891), R. Chalk (3409), P. J. Sugrue (4259), P. G. 
Amoss (2611), L. A. Gillert (01-488 6696). 


C.2. Case papers and correspondence — Commander: H. D. Walton, q.p.m. >2662), 
WjDet. Chief Supt.: B. L. Kelley (2503). 

C.3. Fingerprints; photography — Commander: R. A. Peat, q.p.m. (2529 and 3164). 
Det. Chief Superintendents: J. P. Chaffe (2904), G. T. C. Lambourne (3352). 

C.4. Criminal Record Office; police gazette and supplements A and G, searches and 
wanted index—Commander: R. L. J. Ashby (3247). Senior Executive Officers: 
K. Jones (3175), D. F. F. Hannaford (2050), Det. Chief Superintendent: R. T. 

Potter (2643). 


C.5. C.I.D. personnel and discipline; establishments, complaints against police; crime 
legislation. C.I.D. policy and procedures advisory unit; computer liaison for police 
national computer; intelligence statistical unit—Commander :H. D. Walton, Q-P-M. 

(2662) Det. Chief Supts.: G. A. S. Mees (2790), G. B. Collins (01 ; _ <>I3_). 

Principal: J. A. Crutchlow (4153). Senior Executive Officer: M. J. Pratt (3659).— 


C.6. Metropolitan 


Deputy Assistant Com- 


W 


Etheridge (2405), P. J. Westley (2411), M. T. i dwards, q.p.m. (3293). 


C.7. 


Chief Si 


officers; scenes of 


Commander: 


C.8. Flying squad— Commander: J. A. Lock, Q.p.m. (3146). Det. Chief Supt.: J. K. 

Slipper (3264). 

C.9. Metropolitan and provincial police crime branch Commandei. D. C. Dilley 
(2029). Det. Chief Supt.: F. W. E. Lovejoy (3843). 

C.10. Stolen motor vehicle investigation branch (5-17 Haverstock Hill, London 
NW3 2BN), Det. Chief Supt.: R. N. Lasham (01-586 1171, Ext. -7). 

C.U. Criminal Intelligence branch — Commander: D. C. Dilley (2029). DeL C/t/e/ 
Supt.: B. H. Price (2663) (Central Drugs and Illegal Immigration Intelligence unit). 
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POLICE ANDCON£[ABU^Rlf^ 


METROPOLITAN police 


continued 


, .^und—Commander: J. A. Lock *146). Det 

a regiW cr/m* C 

CA "rku>f SuDt D i W. Marshall, b.e.m. <328 )- , ^ , «»** 

C. 13. Special C "^"9 ™commonwealth tmmi ^ an Jl‘^ t Zn; industrial espionage, 

liaison — hospitals, LSAEmnaisy Davis (4341), D0. Ln,f ' 

post office enquiries—Commanaer. ^ 

Makins (3467). , 

^Deputy"Assistant Commissioner: V. P Saunders Mjftn 

(3849), S. B. M u fE s 5L^"'C mSl E P Tompkins (2248), R- A. Vvatts (21W). 
Davies (3539), C F. Sinclair (3348) b. p £ m07) 

G R Seage (3617), H. J. Nicholls (33101, 


D 


is- „\ a distant Commissioner , it. j* t. 

■£rr B e r;~'v^ 

w w A - DoU8h ' 

(01-205 5641, Ext. 238). „ f r.c.s. Consulting Physician 

Medical Staff: C ^ef Surgeon: R^Ucwm, 7. Rj ’ char( j sonj BT ., m.v.o., m.a m.d., 

f.r.c.p. Medical Officer: E. C. A. f l\,Medkal Centre and Nursing Home 
Group Captain H V. Jessop, ^s., • ••• nW9 jjj|% Medical Officer: J. B 

Uncorave. m.b.. B.CH., b.a.O. Matron . Miss J. t. Ling, VK.r» i . . 


D.l. 


Recruiting 


London SE, TIT,. 

Executive Officer : H. V. Ettenfield (5219). 

, *. i /• tvninintr * nolice stTctiuth Sc establishments, records 

01 JZ, R G - Giddin ^ ,3778 >- Sfn,or 

Executive Officer: J. H. Mailing (2950). _ 


D.3. 


Welfare— Welfare Officer: Capt. A. H. Little, c.b.e., r/-.( Retd.) (2488). 


(3049) 


D 4. Married quarters and section houses 
D 5 Development; personnel and training; promotion examination bodrd—iCommander 

Mbs r&. Skillern (2831) (Also in charge of D.4). Okf*** •* 

(4079). Det. Chief Supt.: P. A. Browne (4183). Supts.: M. J. D. Murray (3578), 

W, C. Hunt (3520). 

D 6 Training secretariat (Pee! Centre, Aerodrome Road, London NW9 5JE)— 
Principal: H. E. W. Hodson (01-205 5641, Ext. 247). Senior Executive Officer: 

R. C. Vivian (245). 

D.7. Metropolitan police cadet corps (Peel Centre, Aerodrome Road, London NW9 
5JH)— Commander: B. Dix, q.p.m. (01-205 5641, Ext. 123). Director of Academic 
Studies: K. H. Patterson, v.R.n., m.a. (125); Director of Physical Training: R. C 
Skinner (129). Chief Supt.: D. E. Evans (122). 


D.8. 


Commander: S. Leckey iui-huj >.m. v.om/nunuuni 

Rower (260); Field Training: Chief Supt.: S. G. O’Brien (262). 

* J 9 m f ft / in*. 1 a J. 1 J f\ ft 


5JE)— 


D.9. Detective Training School (Peel Centre, Aerodrome Road, London NW9 5JE) 
Commander: S. Leckey (01-205 5641, Ext. 239). Chief Supt.: W. A. Ramsey (63) 

D.I0. Hendon Driving School (Peel Centre, Aeordrome Road, London NW9 5JE) 
— Commander: N. Baxter (01-205 5641, Ext. 200) (Also in charge of D 11. and D.l 2) 
Commandant Chief Supt. .D. E. Morgan (01-205 5641, Ext 201) 








I’OI Kl AND TONS lAHUI ARY I ()|<c l s 




MKl'Kon >1 1 1 an 1»oi k Wl continual 

• tinmiiit / -! '^N^H * 'ilti mill h lit i mniiiiiiilnillini\ atoning— 

( mimimtilci N Haxle. <01 it - H | „ -no, ( hh fSupt .(. W <- Lyon*. 

M * H * ^ i i • J * 

^ ^ ~ i \* \ 1 1 ' n'"‘ "‘'""T ‘'action nuntuuls, l tpixlufluu Senior Ewvutivc 

Officci <\ A* C ollier ( D67). 

D.I3. H.M. Catering Unmet, <3 ” 4, llnrouuli IIIkIi Sim-i, I omlnti, Si I I IV). 
Director of < a term#: Col. R U Owen*, o.iu .. » u.r.i, (01-407 471 S. I xl. I). 
Deputy D,rector: A. F* Taylor, m.ii.c.i.m.a. (J) 

Inspectorate: Inspector No, I Area Deputy twiuunt Commission,', J, II. (iernird, 
O.n.B., M.r., Q.P.M. Comtinwder {( ID) R D Saunders Stuff Office i Supt,: M I 
Evans(01 -725 444*1), Inspector No. 2 Arcu Deputy Assistant ( ommiwioucr W II 
Brown, q.p.m. Commander {( ID) I () Howells Stuff Officer Supt,: J. II, Orel. 
(01-935 5411). Inspector No. 3 Amm thputv Assistant ( ummissiotict : I). Powis. 

Commander {Cl D): K, V Stcvcnlon. Staff Officer Si,fit D I Uohei i .on (OL48K 
si(»s) Inspector No. 4 Area Deputy Assistant ('omtnisshnier: (i J. Kcllund.o i* m. 
Commander (( //>). .1. T, K Harnett. Staff Officer ( hlcf Supt.; S. V, I) 




Management Services Department (Tintap.el House, Albert I jnbankment, London SI^I 
7TT) — Director: R. A. Root. Personal Secretary: Miss S Seymour (5487). Settlor 
Principal Scientific Officer ( Deputy Director),* N. E, Hand, B.ttC , PH.D. (3305)* 
Chief'Work Study Officer: J, 1 Ilolbrow (5367). Principal R, J Whyman (5392), 
Principal Psychologist: J, II. Jones-Lioyd, a. a., imi i a n i* (52(>4), Principal 
Scientific Officer; R. V. du Paicq, m,a,, D.PHIL, (3336), < hlcf Supt. (i, R. I< Reeve* 
(5423). Senior Work Study Officers: R. C. Bright (5295); A. iCaslor (5390), Senior 
Executive Officers P I. May (5404);J. I*. ( ieater (53H7); Mrs. <\ Macleod (5230) 
Senior Scientific Officers; I). II. Leech, n.S( ,, PH.D. (5108); Mis G. M. Donald, 
B.TBCH. (5309); W. van der Kcijdcn, it.s< . (5285). Supts.: I). G. J. Jones (M87); 

N C Neatherway (5377). Chief Insps.: Miss J. Hilton, m.a. (5449), It. Lot ward, 

b.sc, (5237) 

Directorate of Administration and Finance— Receiver for the Metropolitan Police 
District: R. J. Guppy, c.lt. Private Secretary* Miss J. M. Mist (2149). Deputy 
Receiver: G. S. Downes Private Secretary: Miss S. M. Ivey (25X0). 

Department (Civil Staff Establishments and Secretariat) Secretary: D. Mcyler, 
D.S.c. Private Secretary: Mrs. M. I). L Nicholls (2714), Policy Committee Secretariat 

—Senior Executive Officer: M. W. Maidnicnt (4020). 

g I. General Establishment mailers; pay , sickness and superannuation; staff Inspection; 
accommodation—Senior Print ip,t! .1. W s yi | i'. (2()28). Principal. M. l ec ( 3829). 

Senior Executive Officer.*: A. Hartley (2482), B. W. Smyth (5346) J .. 0. King 
(4069), Ci. C. Nocklcs (3962), R. W Smith (3039), J. R. S. Ilurworlh (2973). 

E.4. Personnel matters; recruiting, serving stall; welfare; training- Sen tor Principal 
C. F Stonclv (2629) Principal: F. A. W. Pi I Ik trough (2779). Senior l.xecutlve 

B Ariold <2CM). M. Ferry, . i. (2522). kw,Simmo* 13313), 
C E. D. Reeves (2723), T. J Beet (3278), A. J. Henderson (369/) 

Registry—Chief Registrar and Departmental Record Officer , Senior Executive Officer 

E. G. Harvey (3596). 

"F" Depart ment (Finance )—Eastbury House, Albert l.mbankmcnt SI.I 

of Finance: B. G. David. Personal Secretary; Mrs. A V hem Imnt G837). Deputy 

Directors .J. L. Davies (F.l and F.2) (5811), C. N. Hilld U.,d I 4x >818). 

^ m ml • _ dA 


I I 


F.2 


AH accounting matters; estimates; grants; precepts and claim: e ««»»««""« 
payment; benevolent land account-Assistant Da echo of t monte M. Biothu . 

(5809). Senior Executive Officer I Ci. Day (5104). 

i osting and management accounting, catering actout, ts, investigation ofw Ural tors 
-Assistant Director of Finance R I (i.ulley (5812). Sen, o, Executive Offite, 

B. J. B. Rawlings (5823), N. A. E. Rex (5839). 
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METROPOLITAN PO LI CE— continued 

F.3. Police and cadets pay, allowances and expenses—Assistant Director of Finance: 
S A. Muckl (5819). Senior Executive Officers: R. W. Barker (5114), Miss S. M. 

Goater (5100). 

t .4. Police and widows' pensions—Senior Executive Officer: <i. H. E. Velvick (5830). 
F.5. Internal audit—Senior Executive Officer: J. C. H. Taylor, f.c.a. (5101). 


"(? 


Department ( Administration)—Director of Admin.: P. J. G. Buckley. Personal 
Secret at Miss R. I l.ifTern (2680). Senior Principals: R. H. Beaver, o.b.e.(G. 1. and 
G.2.) Senior Principal: 1 . Joughin, M.c. (G.3 to G. I1 and National A.D. I projects). 
Principals: R. B. Jones (G.3 to G.7.) (3131), N. N. I. Batten (G.l.(C) to G.2.) 
(3173), J. E. Tubb (G.l (1) to (B)) (3345). Statistical Adviser: T. C Jones (3865). 
Probation Committee Secretariat—Senior Executive Officer: A. M. J. Williams. 

G.l. Authorisation of building schemes; overholding, assessment and compensation 
cases; telephone, vehicle and wireless policy; authorisation of supplies and services; 
operational requirements in relation to police premises (including sites') and allocation 
of accommodation- Chief Supt.: D. H. F. Pond (2667). Senior Executive Officers: 

E. R. Bright (2555), P. Emmerson, t.d. (2883). 

G.2. Contract procedure and regulation for works, building, engineering, supply and 
service contracts; administration of contracts code—Senior Executive Officers: 

R. P Sargent (2637), R. F. Spain (3822). 

G.3. Purchasing and disposal of all supplies; divisional fittings; advertising; prisoners' 
property office, (109, Lambeth Road, London SE1 7J H )—Senior Executive Officers: 

C. E. Ford (6254), D. H. Burr (2740). 

G.4. Specialist supplies to all departments; market and customer research, (63, Rochester 
Row. London SW1 ILH )—Senior Executive Officers: J. R. Hamilton (3944), 

D. M. Davis (3945). 

G.5. Stores, (109, Lambeth Road, London SE1 7JH )—Stores Supervisory Officer: 

S. E. Mole (6249). 

G.6. Clothing and saddlery, (109, Lambeth Road, I .ondon Si 1 7JH )—Clothing Officer: 

I. Cohen, a.t.i. (6397). 

C 7 Printing; reprographic services and publications- (109 Lambeth Road, London 
SE1 7JH). Controller of printing: H. T. Hudson, m.b.e. (6244). 

G.8. Lost Property Office (15, Penton Street, London, N1 9PU .)—Higher Executive 
Officer: F. W. Rees (01-278 1744, Ext. 44). 

G.9. Accident Claims, (Tintagel House, Albert Embankment, London SE1 7TT)— 
Senior Accident Claims Officer: A. Morley, m.b.e. <5802). 

G.I0. Statistics and Map Room—Senior Executive Officer: D. Wilson (2564). 

G.l 1. Aliens Registration Office (10, Lamb’s Conduit Street, London, WC1N 3NX). 
Senior Executive Officer: I. M. Fernie (01-725 2451). 

Chief Architect and Surveyor's Department—Chief Architect and Surveyor: M L. 
Belchamber, dip.arch., dip.t.p., a.r.i.b.a. Deputy Chief Architect and Surveyor: G. 
B. Vint, a.r.i.b.a., dip.arch; Assistant C'hiejf Architect: S. J. Hanchet, a.r.i.b.a., 
a.i.a.s., Assistant Chief Surveyor (Estates): D. N. Fogden, f.r.i.c.s., m.r.t.p.i., 
Assistant Chief Surveyor {Building): H. R. Ewence, o.b.e., f.i.a.s.. Senior 
Surveyors: A. H. Bailey, f.r.i.c.s. ; J. W. Burton, a.r.i.c.s., L. Hibbs, a.r.i.c.s., R. E 
Winchester, a.r.i.c.s. J. A. Chipchase, a.r.i.c.s. Senior Architects: C. A. Legerton, 
a.r.i.b.a., dip. arch., C. G. Liardet, a.r.i.b.a., a.a. dip., A. E. Matcham, a.r.i.b.a., 
L G. Mowat, b.arch., P. Silsby, a.r.i.b.a., dip.arch. D. E. Chapman. Senior 
Public Health Engineer: F. A. Rowbotham, B.sc., c.eng., m.i.c.e., m.i.mun.e., 

M.I.P.H.E. 

Engineering Department — Chief Engineer : B. France, B.sc. (eng.), dip. el., c.eng., 

m.i.e.e., m.i.mech.e. Deputy Chief Engineer: Col. J. E. Owen, c.eng., f.i.e.e., 

F.I.K.R.K., m.b.i.m. Assistant Chief Engineer: D. Hale, c.eng., m.i.mech.e., m.i.h.v.e. 

Senior Engineers : L. Blade, b.sc.(eng.), c.eng., m.i.mech i-., a.m.as.m.e., I. O. 

Levy, b.sc.(eng.), c.eng., m.i.e.e., J. M. Wardle, c.hnc,., M.I.MECH i , P. J. Wright 

c.eng., m.i.e.e., C. W. Cornock. c.eng., m.i.mech.e., L. F. Squibb, c.eng. 
m.i.mech f., F. H. G. Taylor, 




































QtiCe ' 

N, V * 

»• M 


'830). 


s °tiai 

■ and 

G.2.) 

865)' 

s. 


at ion 

vices; 

otion 
cers: 


’ and 

i 

cers: 


tiers' 
cers: 


ester 

944), 


hcer: 


leer: 


ldon 


utive 


T) 


SIX)- 


. L. 

G- 


B-A*) 

.P.Im 

nior 

t.E* 

ton. 

b.a»* 

'liior 

Nl.E-f 


HG- 


• t 


E-E| 
.V.E. 

O- 

ight 

|S r G • 




I 



POLICE AND CONSTABULARY FORCES 


9 


METROPOLITAN POLICE —continued 


tt 


l- ° Lane - A.F.C., LL.B Private 

Inc tors- G CW y 2 ?' DePUt} ’ l° lichor: R E ' T ' Birch ‘ Asshtant 

o L- ^’ P ra ^ e> Rrost ’ I-G. F. Graham, b.a., H. B. Hargrave, ll.b., 

R ; E ' Ma x r . S - h ’ L n ° Keeffe ’ LL B -. C. S. Porteous, R B. Vince, M.A., N M. 
Weston, Miss P. M. Long; S. M. Howard, R. M. D. Thorne. J R McCanr 
P. A. Shawdon, R. W. Davies, M. H. Wilmot. 




* % 


Department (Public Relations)—Public Relations Officer: G. D. Gregory, o.b.e., 
D.s.C. Deputy Public Relations Officer: J. S. Courtney (2675). Principal Information 
Officers: E. Wright (News Branch) (3350), J. H. V. Bradlev {Publicity Branch) 
(2475). Senior Information Officers: J. L. Miller (2549), R. A. A. Moore (3472), 
M. C. Johnson (2601), J. C. Stern (2293), Senior Executive Officers: C. J. Boorman 
(3267), M. G. Down, m.b.e. (2422), T. Gibson (3301) A. J. James (2573), Reception 
Officer: S. L. Green (2718). 


A 


Part, City of Westminster London Borough. Commander: L. F. J. Walker, I Cannon 
Row, Whitehall, SW1A 2JL. Div. Chief Supt.: S. B. Squire, Det. Chief Supt.: 
R. H. Ranson, Det. Supt.: J. W. Bland. Det. Chief Insps .. D. Gerring. T. B 
Harden, W. M. Peck. Duty with Royalty: Chief Supts.: R. W. Sumner, M. Trestrail 
Chief Insp.: W. F. Street. Community Liaison Officer: Chief Insp.: P. Johnston. 


Stations. —*Cannon Row (AD), 1 Cannon Row, Whitehall, SW 1A 2JL. (01-434 5212): Chief Supt 
C. C. Canham, m.b.e. Supt.: J. J. Higgins. Chief Insp. T. S. Miller (Op^ k ^Rochester Row (AR), 63 
Rochester Row. SW 1 P ILH. (01-434 5212): Chief Supt. D. H. Sadler. Supt . J. E Bailey. Chief Inspu 


P Leopold (Ops.). *GeraId Road (AL), 5 Gerald Road, SW IW 9EJ. (01-730 5101): Chief Supt. 
b', Dovey. Supt.: C. C. Coles. Chief Insp.: C. Philips (Ops.) Hyde Park (AH), North of Serpentine. 
Hyde Park, W2 2UH. (01-434 5212). Chief Insp. G. Price. 


B 


The Royal London Borough of Kensington and Chelsea. Commander: C. F. 
Jackaman, Lucan Place, Chelsea SW3 3PB. Div Chief Supt.'. R. Paterson. Det. 
Chief Supt.: R. H. G. Small. Det. Supts.: F. J. Holt, D. J. Williams. Det. Chief 
Insps.: T. R. Ridley, P. C. G. Boorman, J. Locke. Community Liaison Officer: 

Chief Insp.: R. B. Wells. 


Stations —*CheIsea (BD), 2 Lucan Place, Chelsea SW3 3PB. (01-7416212). Chid Supt VL 

P. J. MacDonald. Chief Insps.: L. D. Bruce L. T. Roach (Ops). tyJlruZ 


rT,f, W8 EO (01-741 6’i Chief Supt.: J. Collie. Supt.. E. W. Faulkner. Chic,Insp 

D N MllMOpdfi W7I01 Ladbroke Road. Wll 3PL (01-741 6212, On 
r,:„, : A ? Ten ten Supt G G McDowell. B.E.M., Chief Insps. J. E. Burston (Admin) F. Hel!e»ell 
(Ops.). oNomng Dafe%Nk 58 Sirdar Road. Wl I 4EG. (0.-741 62.21: Chief U Vacant. 


C 


Part, City of Westminster London Borough. Commander: D. Helm, 27 Savile 
Row WIX ?DU Div Chief Supt.: L. .Adams, m.b.e. Chief Supt.. D. A East 
(Clubs) Supt~ ■ W A Gibson (Clubs). Det. Chief Supt.: B. W. Rushall. Det. Supt.. 
ETaS: Def Chief inept.:, M.C. Biss > F. Peel. G Thomson-Smuh. 

M. R. Campbell Community Liasion Office). Chief Insp.. P. Johnston. 


_ ' , _ . /r ^r^\ 07 Qavtlp Row W1X 2DU. (01-434 5212): Chief Supt.: H. N 

Stations. — *West Bid Centralj~ V 2f q Fry *Vine Street (CV), 10 Vine Street. W IN 9PE 
Annesley. Supt.: D. Hubbard. Chief Insp. M A Fpronson. Chief Inso.: D. Rashbrook 

J. A 


Annesley. Supt.: D. HuDDara. ^ntej inv- R T\T‘c'nV: m" A. Ferguson. Chief //up.; D. Ras 

(01-434 5212): Chief Supt.: L. J- mi -434 5'M'M* Chief Supt.: J. C. Crown. Supt 

•Bow Street (CB), 28 Bow Street, WC2E AT. (01-434 ,-i-». t-mej o 

Perrett. Chief Insp.: K. S. lies. 


D 


Pan, City of Westminster London Borough. gMiTOWferr Jj . 1 ''f. ' 

Harrow Road, W2 IXJ. Die. Chief Supt^ ^'‘f Supt 


i 


Harrow Road, W l iaj. uiv. y-y:- n , l t 

Feeney, K. J Merton. Community Liaison Officer. Chief Insp. P stem. 


Sm. K G eZI: Chief Insp, B. Fountain fOfSL®Vffi(DR) 3^. * 

NWS 7AA (01-725 4212): Chief Insp.. D. R. J«. ‘Harrow - ™ Plunkett. 

(01-725 4212): Chief Sup,. H. W C. Howell. Supt A. L Lambert. 


♦Sub-Divisional Stations, o Juvenile Bureau 
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POLICE AND CONSTABULARY FORCES 


METROPOLITAN POLICE— continued 

E—London Borough of Camden. Commander: A. M. Bundock, Q.J.M., 60 Albany 
A. Day, P. Woods. Community Liaison Officer: Chieflnsp.. L. P. Sallabank. 

c ,j- j-.. a m.nv Street NWI 4EE. (01*725 4212). Chief Supt.. E. Brokenshire, 
Stations.—'* Albany Street (ED). 60'Albany Strea, rsyv i v Road (ET), 56 Tottenham Court 

Supt -■ R- L. Pool e. Chief Jnsp.j A. M. Halford. oTottenhamCoun^^^^ i EQ * ?Q Theobalds R Ourt 
Road 

WC1X 

Rosslyn Hill. NW3 1PD. (01-/V4 ui / * Green Rd., NW6 I DU. (01-794 5761). Chief 

ft; 5: S: <0M8S 8S33,: CUerSu,,: 

w. W. J. Burrows. Supt.: S. B. Lockyear, thiej Insp.: P. Stockbridge. 

F—The London Borough of Hammersmith. Commander: A. G. Hope, 226 Shepherds 
Bush Road, W6 7NX. Div. Chief Supt.: I. D. Culpim Det. Chief Supt . R. G. T. 
Wilson. Det. Supt.: A. G. Miles. Det. Chief Insps.: T. McAdam, D. J. Biemner, 
J. Colligan. Community Liaison Officer: Chief Insp.: B. L. Lewis. 

Stations. —‘oHammersmith (FD), 226 Shepherds Bush Road W6 ’NX J.01-741 6212): CWA*.: 
I. J. Thorning, m.v.o. Supt.: J. C. Torrie. Chief Insp.: D. HShepherd Fulham(FF)Heckfield Place, 
SW6 5NL. (01-741 6212): Chief Supt.: F. F. Sa rge n t , M . b . t. Supt .: K. 1. I • -Chief Insp. R. J. H. 

Whalley. ‘Shepherds Bush (FS), 252-258 Uxbridge Road, W12 7JB. (01-741 6*12). C hu) Supt.. J. W. 

Pritchard. Supt.: G. Wise. Chief Insp.: A. H. Little. 


G—The London Borough of Hackney. Commander: A. Robertson, 4-6 Shepherdess 
Walk N1 7LF. Div. Chief Supt.: N Barton. Det. Chief Supt.: J. Cass. Det. Supt.: 
C. A. Turvey. Det. Chief Insps. : B. H. King, D. F. A. Davies, b.e.m. W/Det. Chief 
Insp.: T. M. WagstafT. Community Liaison Officer: W/Chief Insp.: J. H. Jeater. 

Stations.— ‘oCity Road (GD), 4-6 Shepherdess Walk, N1 7LF. (01-488 5212 ):'.Chief Supt : D. J. 
Mitchell. Supt.: T. P. Keegan. ‘Hackney (GH), 2 Lower Clapton Road, E5 0PA. (01-488 5212): 
Chief Supt.: K. Tunstall. Supt.: P. Atkinson. Dalston (GA), 39 Dalston Lane, E8 3Dh. (01-488 5212): 
Chief Insp.: P. J. Denman. ‘Stoke Newington (GN), 33 Stoke Newington High Street, N16 8DS. 
(01-488 5212): Chief Supt.: B. A. Wilson. Supt.: J. M. Allain. 


H—The London Borough of i’ower Hamlets. Commander: F. E. Chatkley, 74, Leman 
Street, El 8EU. Div. Chief Supt.: D. P. Hunt. Det. Chief Supt.: J. Smith. Det. 
Supt.: B. S. Fothergill. Det. Chief Insps.: G. W. Atterwili, R. V. Harris. Community 
Liaison Officer: Chief Insp.: P. R. Johnstone. 

Stations.— *Leman Street (HD), 74 Leman Street, El 8EU. (01-488 5212): Chief Supt.: D. J. F, Forrest. 
Supt.: K. W. A. Wright. Chief Insp.: J. T. Smith. Arbour Square (HA), East Arbour Street, El 0PU. 
(01-488 5212): Chief Insp.: K. R. G. Meek. *Bethnal Green (HR), 458 Bethnal Green Road, E2 0ED. 
(01-488 5212); Chief Supt.: T. Hodgson. Supt.: A. J. Simpson. *Limehouse (HH), 29 West India 
Dock Road, E14 8EZ, '01-488 5212): Chief Supt.: J. H. Mahaffy. Supt.: J. H. C. Baldwin. oBow 
(HW), 111 Bow Road, E3 2AN. (01-488 5212): Chief Insp.: S. R. Dallimore. Isle of Dogs (HI), 240A 
West Ferry Road, El4. (01-488 5212): Insp.: R. Hyett. 


J—The London Boroughs of Waltham Forest and Redbridge and the area of the former 
Urban District of Chigwell and The parish to Waltham Holy Cross (Essex). 
Commander: C. V. Hewett, 215 Francis Road, E10 6NJ. Div. Chief Supt.: A. R. 
Jenkins. Det. Chief Supt.: A. E. S. Wickstead, q.p.m. Det. Supt.: J. McFadzean. 
Det. Chief Insps.: 0. Arnold, T. M. J. Corbett, L. H. Van Dyck, M. K. Marshall. 
Community Liaison Officer: Wj Chief Insp.: R. E. Tummons. 


Stations. 


K 


Leyton (JD), 215 Francis Road, E10 6NJ. (01-556 9023): Chief Supt.' k. k. Burnnams. 
Supt.: E. E Redgwell. Leytonstone (JS), 470 High Road. El 1 3HN. (01-556 5313): Chieflnsp.: S. J. 

‘Walthamstow (JW), 360 Forest Road, E17 5JQ. (01-520 0911): Chief Supt.: V. L. H. 
Wilkinson. Supt : J. F. H. Holdcroft. Chingford (JC), King’s Head Hill, E4 7EA. (01-529 1113). 

a/®' Waltham Abbey (JA), 35 Sun Street, Waltham Abbey. (Waltham Cross 

F pZ?k Wii ’if M ™> rd * Essex. (01-553 381 1): Chief Supt. E. S. Markham. Supt.: R. 

m'M S ' w rk H 8S s e k l J 2 ) ’ ‘ , Sl , reet ’ B a rk jn8side, Ilford. (01-550 6733): Chief Supt : a/j. Berry. 

(01-550 6733? 5 Louihmn^7nr^H ^'D‘ H ry i 0r- 9 aybury ( JY >- Manor Road, Woodford Bridge, 
t i DU o/JJ), Lougnton (JO), 158 High Road, Loughton. (01-508 2136): Chief Insp.: 

N h e1vL 0 s n< iQ n M B a <?r0 D ghS . °D Ha r ver i n f: Barkin S and Newham. Commander: P. C. 

a., )£SS*&2ZI3Z U^LZV^**** 


♦Sub-Divisional Stations. 


tNight Closure Station. 


oJuvenile Bureau. 
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METROPOLITAN POLICE 


continued 


Stations.—* Romford (KD) t 19 fvfain RmH RAmfnni n < lnT 
Yeoman. Supt.: E. A. Roberts. Chief Insn B Mn'llio™ r^ii;/ R ° m f° r d‘23311): Chief Supt.: W. H- 
Romford, RMS 3BP. (Romford 66321) Harold Hid Si Collier Row (K.L), 22 C " llier R £ w L / ne - 

Homchuch, RMI2 6NA. (Hornchurch temy’chiennw^’ Shn«k R h SVLVIn 0 " ^ane, 
idv fljnminster 2G12TI *Pict u,m b\ ? . J c L ^23 SI. Marys Lane, Upmmster, RM14 

bi^sh 

S< I 

iffl'lflsG C %1 5 

*i“ n • P 4 ^'^ 3131): CAte/ Supt.; J. M. D. Conboy. Supt.: A. S. Thornton. Forest Gate 

(*£>• ^h. oh d r a n’ SwfR 11 *- ,F 8BS - (°>- 472 3472): Chief Imp.: Vacant. Juvenile Bureau- 
2, Straight Rd„ Romford, RM3 8AA. (Ingrebourne 48931). 


L—The London Borough of Lambeth. Commander: P. J. Flynn, 367 Brixton Road, 
SW9 7DD. Div. Chief Supt.: B. K. Fairbairn. Det. Chief Supt.: J. E. Smyth. Det. 
Supt.: B. Smith, Det. Chief Insps.: C. Clarke, S. R. A. Crawshaw, J. D. Roach, 
J. Keane. Community Liaison Officer: Chief Insp.: O. Kelly. 

Stations.— ‘Brixton (LD), 367 Brixton Road, SW9 7DD. (01-733 6261): Chief Supt.: K. W. Boothby 
Supt.: T. J. Siggs. Chief Insps.: P. H. Baker, B. Hewett. *Kennington Road (LK), 49-51 Kennington 
Road, SE1 7QA. (01-928 6900): Chief Supt.: J. Tomlinson. Supt.: K. W. Paddon. *Clapham (LM), 
51 Union Grove, SW8 2QU. (01-720 8011): Chief Supt.: A. C. R. Smith. Supt.: A. W. F. Cook. 
Chief Insp.: R. F. Dake. *Streatham (LS), 101 Streatham High Road, SW16 1HJ. (01-769 1113): 
Chief Supt.: E. N. C. Wild. Supt.: J. F. McSherry. Gipsy Hill (LG), 16 Central Hill, SE19 IDT. (01- 
670 1113): Chief Insp.: J. W. Bateman. 


M — The London Borough of Southwark. Commander: J. W. Bodycombe, q.p.m., 323 
Borough High Street, Southwark, SE1 1JL. Div. Chief Supt.: A. F. Pidoux. Det. 
Chief Supt.: G. M. Leslie. Det. Supt.: M. J, O'Brien. Det. Chief Insps.: T. K. 
Parry, B. J. Warren, G. D. Walker, J. A. Bell. Community Liaison Officer: W/Chief 

Insp.: B. M. M. Reid. 

Stations. —* 0 Southwark (MD), 323 Borough High Street, Southwark, SE1 1JL. (01-407 8044): Chief 
Supt.: H. Mullings. Supt.: N. Roberts. *Tower Bridge (MT), 209 Tooley Street, SE1 2JX. (01-407 6213): 
Chief Supt.: H. G. Gibbs. Supt.: R. W. Gravells. Rotherhithe (MR), 99 Lower Road, SE16 2XQ. 
(01-237 0582). Chief Insp.: G. J. Rush. *Carter Street (MS), 292 Walworth Road, SE17 3RL. *01-703 
0844)- Chief Supt.: J. H. Cracknell. Supt.: G. J. Thompson. *Peckham (MM), 177 Peckham High 
Street, SE15 SSL. (01-639 4333): Chief Supt.: J. H. Thornton. Supt.: K. C. Card. East Dulwich (ME), 
97 Crystal Palace Road, SE22 9EY. (01-693 11 13): Chief Insp.: W. G. Richards. 


N—The London Borough of Islington. Commander: A. Lowndes, b.e.m., 76 Kings 
Cross Road, WC1X 9QH. Div. Chief Supt.: D. J. Hanson. Det. Chief Supt.: 

F. J. McGuinness. Det. Supt.: P. L. O'Brien, b.e.m, Det. Chief Insps.: A. Eist, 
b.e.m. , W. Taylor, ■ . A. White. Community Liaison Officer. Chief Insp.. D. A. 

Williams. 

Stations —* King’s Cross Road (ND), 76 King’s Cross Road, W C1X9QH.(01-837 9121) : SjjPf*: 

Sup,.: D H.‘WilliamsJ- H. Alabaster!Caledomani Road1{NC),470^Caledonian Road, N7 8UE. 

affsl : G T Ashdown, q'.p m Sup,.: D. Clelland. Highbury Vale (NV). 211 Blackstock Road. 
N5 2LZ. (01-226 1113): Chief Insp.: D. Richardson. 

P-The London Boroughs of Lewisham and Bromley Commander: D. R W Randall. 
Bromley Road, Southend Village, Catford, SE6 2RS. Div. Chief Supt.. ?. W. 
Sanders Det. Chief Supt.: G. N. Powell. Det. Supt: A. W Bass; Det. Chief Insps.: 
E. E. Fosbury, R. F. Gorton, P. J. Bradbury, A. E. Noble. Community Liaison 

Officer: Supt.: R. Searles. 

S TT S v7T at D' rd - (P ? ) ’ D / Br 'B m Stev?nso d n KKd '(PE)% ^H^hRoad, SeI2 ^RW.^Ol^sV U f 3L 

//up.: R. C. J. Epps, Jn L Chie'nmp C. A. P. Benford. Deptford (PP), 116, Amershatn 

Vale, SeT 4 6LG (0?-69l' imy Chief [Jp.: C. A. Minchim (Admin) | ro F m ^\^' n S d ^^ n oad ;. 
Bromley BR1 3BG. (01-464 67} 1)qciO 7DS (01-659 212lf: Chief Insp.: D. Stapiin. St. Mary 

Cray (PM), 79, High Street. BR5 JNH. (Orpigg®" ■ ^'^^sVreet, ChtsfeHurfl B R 7 5AF. 

(01-467 1113): Farnborough (PF), Farnborough Common, Farnborougn, urpington div 
(F arnborough 57871): Chief Insp.: R. L. Sparrow. 

•Sub-Divisional Stations. oJuvenile Bureau. 
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METROPOLIT AN POLICE —continued 

e I nnAw Boroughs of Brent and Harrow. Commander: R. I 
ic. :;.. HAO :HH. Dir. Chief Sapt.: A Dunloi 

G. Sayers Det. Supt.: J. K. Donald. Dei. Chief / nsps. 
A. Lawrence, S. G. Baker. Community Liaison Officer 

?%T V V 


B 


D 


\ 


II 

I F 






an 


7/( 

f 


sJ H 


; n r 


/ 


cm 




J 


trif 

L C 


^y (QD), 603 Harrow Road, We~r ey. HAO 2HH. (01-900 7212) 
fj F. Hickman-Smith. Chief Imps.: D. E. Pollard (Ops.), J. D. Ask 
"6 Craven Par k, NW10 8RJ. (01-900 7212): Chief Supt.: A. G. Simpson. Supt. : 
R R„ Nelson (Admin.). WiUesden Greer. (QL). 96 High Road, NW 10 2PP (Q\. 
Johnstone. Kilburn (QK.), 38 S; _>r-r* Road, N^6 6NN. (01-900 7212): 
•* . S. rarterson. *Harrow (QAI, 74 Nonhoh Road. South Harrow, HA2 0DN. <"01 -900 
127: Ckv 5c: M. J. Byrne Supt.: T W. Hanlirg. Chief Insp.: R. Lewis. Pinner (QPi. 

L, Pinner. PL-' LA. (01-900 “212). Edgware~(QE), Whitchurch Lane, Edgware, HA8 
12k WeaUstone (QW), 68 Hieh Street W ea Ids tone. HA3 7 AG. (01-900 7212). 


M. Sl 


A— Tr.-z 


T 7 


N 


; 


L: r. 2; 
Re* al 
.: M. S 
E. Cc 


Borougl 
1. Green 


UL*K« 

i * 


J. N 


s of Greenwich and Bexlev. Commander: F. S. Childerstone. 
h, SE10 8RR. Div Chief Supt.: B. R. Plunkett. Det. Chief 
.. Det. Supt.: R. .Andrews. Det. Chief Insps.: J. R. Lynch, 
Slaves. Community Liaison Officer: Chief Insp.: R. W. ■■ 




.f , 







- 


Roval Hill. Greenwich. SE10 8RR. (01-858 8055): Chief Supt.: J. T. 
J. Newman. Westcombe Park (RK), II & 13 Combedale Road, SE10 0LQ. 
/k».: E. Fullelove. *Woolwich (RWi. 29 Market Street, SE18 6QS. (01-855 


v ' 


1 F 

■ M * 


pi.: J. H. Stacey. Supt.: D. Rowe. Eltham (RM), 20 Well Hall Road, SE9 6SF. 
7'.:z' InsT. R. Inr.es. cShooters H;II RH . Shooters Hill. SE18 4RF. (01-856 7151i 
S. Patience. Phnnstead (RP), 216 High Street, SE18 1JL. (01-855 1113): Chief Insp.: 




. : * 




^ % * 


I 


3* 

J- 


(RY), 39 Broadway. Bexleyheath, DA6 7JU. (01-304 3021): Chief Suptm 
.: J. L- S. Nightingale. Chief Insp.: R. C. Marsh. Belvedere (RB), 2 Nuxley Road, 
5JF. (Er:;h 3“282 > : Chief Insp.: L. E -:' den. Erith (RE), 22 Erith High Street, DA, 
2k Sirkanp (RS . 87 Main Road, Sidcup, DA14 6ND. (01-300 9311): Chief Insp. 




The London Borough of Barnet and the District Council of Hertsmere. Commander : 
V. J_ PL RignelL Elstree Way, Boreham Wood, Herts. WD6 1LB. Div. Chief Supt.: 
C. 3. Mercer. Det. Chief Supt.: G. Waters. Det. Supt.: R. Hardy. Det. Chief Insps.: 
A. A- Lacey, J. H. L. Parker, R. W. Jones. Community Liaison Officer: Chief Insp.: 

•Goners Greer (SG). 1,069 Finchie> Road, Golders Green, NW 11 0QE. (01-458 7455): 
M. I. Keene. Supt.: P. A. Taylor. Ch. Insp A E, Cunningham. sFinchley (SF), 193 
Bs —arhf Ian e , N31LZ. (01-346 1113): Chief Insp.: E. Jones. *West Hendon (SW), The Broadway, 

(01-202 fill): Chief Supt.: S. A. Starns. Supt.: D. Gray. Chief Insp.: J. R. Richard’s 
333 Bren Street. NW4 4DA. (01-202 6113): Chief Insp.: A. G. Fanning. Mill Hill 




VV*. - 'A 


N 


“ v 




jm are. _) _pH K_ _ _ 

* thrive. Boreham Wood, WD6 1LB. (01-953 4011): Chief Insp.: Vacant. *Bamet 
_ ; riirrei, EN5 5RL. (01-440 5411): Chief Insp.: D. N. Stevens. Whetstone 

5^^ ~ 3 s • ;*» Loodon, ^0 0LW. (01-446 3211): Chief Supt.: J. G. Perry, m.b.e. Supt.: R. A. 

D. Arm Bar (SP), The Causeway, Potters Bar. EN6 5HB. (Potters Bar Whitefield Chief 

imp.: 5221U Basfaey (SL . 43 Clay Hill, Bushe;.. WD2 3AP. (01-950 1113). 

The London Boroughs of Richmond upon Thames and Hounslow and the Urban 
District of Sunbury-on-Thames (Surrey). Commander: K. G. Hannam, 5, Montague 
Road, Hounslow, TW3 1LB. Div. Chief Supt.: J. E. Linnett. Det. Chief Supt 
D. H. Frew Det. Supt.: E. J. George. Det. Chief Insps.: A. A. P. Busby, D. E. 

ilsor., J. R. Pole, P. C. Kell. Community Liaison Officer: Chief Insp • C 
G : voces. 

W 5 Mo " t 2g ue R ° a |. Hounslow, TW3 1LB. (01-572 7333): Chief Supt.: 
9er. Supt-: M. J. Harris rpitham fTFi ia Uomvnrtt, d „„ j _ /w« ..... . , 


*. i 


r:r L 


m * 


+ - 


i * 4 



~ -i—i 1T * - cun nuau, rej iilam, \U 1- / j 1 11 13 ) I L/Uf/ 

**’■' u TB J' (01 ' 568 3311): Chief Insp.: C. W. Austin. 

R d Chiswick W4 2DR. (01-994 1113): Chief Supt.: F. G. Jarvis. 

C : ,e C In l?- : G - h Boyall. *Twckenham(TW), 41 London Road, Twickenham. 
rif-LSErRo M ad • SW13 !py K ' Ponsford ' J - D - T«m (Admin) 


J I , 

- -* 


- ^ 



\ 


dk Hit! 


London Borough oi Kir.. .pon Thames and the London Borough 
^ »; e .Area of the former Urban District of Esher (Surrey). Com- 

TTlZJ? n ^ * 5 ' 7 ’ “‘gh Street, Kingston, KT1 1LB. Div. Chief Supt. : 

C hl ff Supt. tVI. Smith. Det. Supt.: G. Mould. Det. Chief Insps.: 

fiffirer wlrf f t ^ ^ Moorshead. P. F. Cornish Community Liaison 

Officer, vr Chief Insp.: C. M. Cundy. 


Sur>- Divisional 


©Juvenile Bureau. 
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METROPOLITAN POLICE 


W 


(0 -MV jjjj} ■ ui(f/ insp.: t. j. Bleach. New Malden IVN u' l '-•reet,, Mile ham, (JK4 4 LA. 

01-942 1113). Chief Insp.: D. Morehen. *EsheifVH iMu’ u'? h S,,eet - New Malden, KT3 4ES. 
67261): Chief Supt.: D. Smith. Sup,.. F. L. S Sham ci„J /„!*% Esher - KTI ° ^QQ- (Esher 
Portsmouth Road, Cobham, KT11 1JJ. (Cobham P 204l '•* t- £; c *? um P hr ey. Cobham (VC), 89 
KT6 6RD. (01-399 1113): Chief Insp.: T GLeioTonF^.M 6 '^" &!>• 1 Ditton Road, Tolworth, 
(01-979 0977): Chief Insp.: T. O. Jones. eon ‘ East Moseley (VE), 1 Walton Road, KT8 ODE. 

The London Borough of Wandsworth Commoner- <z i \x/;i . - . , 

Road, Tooting, SWI7 7JQ. Div Chief Smt M l C £’V,"» v M '‘ cha , m 

w £ Hvans Commi nlitv lEJl Det ~, Ch } e f Ins P s - : w - Hughes, C. Smith. 

M. D. H>ans, ( ommunity Liaison Officer: Chief Insp.: A. Lennox. 

_ _ n -_ 


X 



T? e u^-j n ^r» n °.^,^ a *j, n 8 an< ^ Hillingdon. Commander: T. Harrison, 67-69 

Ux badge Road, Ealing W5 5SJ. Div. Chief Supt.: B. N. Redhead. Del. Chief Supt.: 

C. H. C. Sax by. Det, Supt.. J. M. Sewell, Det. Chief Insps.: E. T. 'ones, D. J/jlu. 
Brown, D. R. Clissold. Community Liaison Officer: Chief Insp.: N, Hird. 

Stations.— ‘Ealing (XD), 67-69 Uxbridge Road W5 5SJ. (01-900 7212): Chief Supt.: D. C. KrafFt. 
Supt.: L. S. Southall (XS), 67 High Street, Southall. (01-900 7212). Acton (XA), 250 High 

Street, Acton, W3 9BH. (01-900 7212 ) ■. Chief Insp.: R. J. Jordan. Greenford (XG), 21 Oldfield Lane, 
Greenford. (01-900 . I Chief Insp.: A. E. Marnock. ‘Norwood Green (XW), 190 Norwood Road 
Southall. (01-900 7212): Chief Supt.: R. M. Radford. Supt.: M. L. Trotman. Uxbridge (XU) 49 
Windsor Street, Uxbridge (01-900 7212): Chief Insp.: R. D. Yalden. ‘Ruislip (XR), The Oaks. Manor 
Road, Ruislip, HA4 7LE. (01-900 7212): Chief Supt.: R. F. Sterry. Supt.: L. H. W. Nicholls. 
Northwood (XN), 2 Murray Road, Northwood, HA6 2YW. (01-900 7212). Hayes (XY). 755 Uxbridee 
Road, Hayes. (01-900 7212): Chief Insps.: S. G. Wood, J. A. Whitfield. 


Y—The London Boroughs of Haringey and Enfield, the area of the former Urban 
District of Cheshunt and the Parish of Northaw (Herts.). Commander: J. C. Bruce, 
347 High Road, Wood Green, N22 4HZ. Div. Chief Supt.: A. Millar. Det. Chief 
Supt.: V. P. Darke. Det. Supt.: N. B. Reid. Det. Chief Insps.: D. S. Organ, K. F. 
D. Hastings, D. H. Harness, P. H. Bishop. Community Liaison Officer: Chief Insp.: 
C. B. Hasler. 


Stations.— Tottenham (YT), 398 High Road, N17 9JA. (01-801 2151). Wood Green (YD), 347 High 
Road, Wood Green, N22 4HZ. (01-888 1113): Chief Insp.: J. R. Cary. ‘Hornsey (YRi, 98 Tottenham 
Lane, N8 7EJ. (01-340 1113): Chief Supt.: L. G. Wood. Supt.: S. A. Sparks. Ch. Insp. T, A. Staisby. 
Muswell Hill (YM), Fortis Green, N2 9HW. (01-444 7171). Chief Insp.: J. A. C. Wallis. Highgate (YU), 
407-409 Archway Road, N6 4NW. (01-340 4451). *St. Ann's Road (YA), 289 St. Ann’s Road, N15 
5RD. (01-800 0606). Chief Supt.: T. B. Hunt. Supt.: L. W. G. Powell. Chief Insp.: K. W. Smith. 
‘Edmonton (YE) 320 Fore Street, N90PW. (01-803 5551): Chief Supt.: K. J. Morris. Supt. R. P. Stubbs. 
Winchmore Hill (YW), 687 Green Lanes, N21 3RT. (01-360 1113): Chief Insp.: R. A. Baldwin. Southgate 
(YS), 25 Chase Side, N14 5BW. (01-886 4441): Chief Insp.: A. L. Rowe. ‘Enfield (YF), 41 Baker Street, 
Enfield. (01-366 3551): Chief Supt.: J. Curtis. Supt.: G. H. Corquhoun. Chief Insp.: J. M. Nairn. Cheshunt 
(YC), 101 Turner’s Hill, Cheshunt, Herts. EN8 9BD. (Waltham Cross 27377): Chief Insp.: A. T. 
Hudson. Ponders End (YP), 204-214 High Street, Ponders End. (01-804 1113): Chief Insp.: P. H. 
Galley. aNew Southgate Police ( ice, Garfield Road, Nil 1PR. (01-361 1161). 


Z—The London Boroughs o* Croydon and Sutton, the District of Lpsom and Ewell 
(Surrey) and the area of the former Urban District of Banstead (Surrey). Com¬ 
mander: A. J. E. Selway, q.p.m., Fell Road, Croydon, CR9 IBP. Div. Chief Supt.: 
P. C. Neale. Det. Chief Supt.: S. T. Hiller. Det. Supt.: B. C. F. Moss. Det. Chief 
insps.: M. C. Kavanagh, J. H. Blakeney. E. J. W. Goddard, P. Laing, Community 
Liaison Officer: Chief Insp.: A. D. Hooper. 


Stations.— ‘aCroydon (ZD \ Fell Road, Croydon, CR9 IBP. (01-681 2677): Chief Supt.: A. E. Williams, 
a.f.c., Q.P.M. Supt.: E. G. Parish. Kenley (ZK), 94-96 Godstone Road, Kenley, CR2 5AB. (01-660 
1H3): Chief Insp.: R. Swatman. New Addington (ZA), 1 Oyerbury Crescent, New^Addmgton CR0 
0LR. (Lodge Hill 42614): Chief Insp.: Vacant. ‘Norbury (ZN), 1,516 London Road, SW16 4ES. 
(01-679 2333): Chief Supt.: A. H. B. Williams, M.B.E. Supt : D A Trew Chief Insp.: S. Bennett. 
South Norwood (ZS), 83-84 High Street, SE25 6EA. (01-653 1113): Chief Insp.: R Bnstow ‘Sutton 
ZT), 6 Carshalton Road West, Sutton. (01-642 1113): Chief Supt :1 Couchman. Supt.:R.3. White. 
Wallmgton (ZW), 84 Stafford Road, Wallington, CR0 4NE(01-66? 1113) : Chief Ins^: H. Beresford- 
Peirse ‘Epsom (ZP), Church Street, Epsom. (Epsom 40411): Chief Supt.. H. M. D. Porter. Supt.. 
L A. Holness. Chief Insp.: D. J. Osland. Banstead (ZB), 168 High Street. Banstead, SM7 ZN7. (Burgh 
Heath 57251): Chief Insp.: G. A. White. 
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Airport Division—The London Boroughs ol Hillingdon. Hou v.'\\ and S| 
Commander: C. F. Payne. Div. Chief Supt. «j. W. Rushbioo Dei. t 
A H Howard. Det. Suprs.: L. E. Eminent. J. A. Wheeler. J. J. 1 iov, 

Chief Insps.: H. McNeill, P. Fenerty Community Liaison 

Chambers. 

Stations. — •Heathrow (ID), Heathrow Airport. Hounslow NUddlescv 1 Wo IJM-lO* ^ 

Supt W. R. Mitchison. Supt.: R. Ludlow. Chief v R‘ A. C larRc NN - 1 - ;■ 

Road, West Dravton. (01-900 7212): Chief Supt.: P. Moore. Surf: f U. Atkins. C n v ' 

Smith. Staines (IS). 2. Staines Road. Staines. (Staines 57761): t ne/ f**;'>: A. A, mwtwiou 

Thames Division (River only ^ , 

TA— Div. Chief Supt.: G. D. McLean, 98 Wapping High Street. hi g NE. 

Stations. —*Wapping (UD), 98 Wapping High Street. El 9NE. >21 Stan.. R 1 turner, 

♦Waterloo Pier (UW), Victoria Embankment. WC2R ODB. (0l-4a4 .. C hter j JjJjJ 

Barnes (UB). 371 Lonsdale Road, SW13 9PY. (01-876 727.0. • Black:wall (I'l X 
E14 9NS. (01-488 5212): Chief Insp.: S. Harrold. Erith (UE). 22 Erith H^gh Mreet, DAB 1QY. (fcmh 
31472). Shepperton (UP). Shepperton Lock Island. Shepperton. TWIT 9LW. (Walton-on-1 hiune® 

29281). Hampton (UM), Platts Eyot, Hampton. (01-979 ~^42>. 


METROPOLITAN POUCE 

Acton (XA) 250 High Street, LONDON, W3 9BH 
Albany Street, (ED) 60 Albany Street, LONDON, NW 1 4FE 
Arbour Square (HA) East Arbour Street, LONDON, El CPU 
Banstead (ZB) 168 High Street, Banstead, Surrey SM7 2NZ 
Barking (KB) 6 Ripple Road, Barking, Essex 
Barkingside i JB) 1 High Street, Barkingside, Ilford, Essex 
Barnes (TN) 371 Lonsdale Road, LONDON, SW13 9PY 
Barnet (SA) 26 High Street, Barnet, Herts. 

Battersea (WA) 112-118 Battersea Bridge Road, LONDON, SW 1 I 3AF 

Belvedere (RB) 2 Nuxley Road, Belvedere, Kent, DA 17 5Jt 

Bethnal Green (HB) 458 Bethnal Green Road, LONDON, E2 0ED 

Bexleyheath (RY) 39 Broadway, Bexleyheath, Kent, DA6 7JU 

Bo re ham Wood (SD) Elstree Way, Boreham Wood, Herts, WDo 1LB 

Bow (HW) 111 Bow Road, LONDON, E3 2AN 

Bow Street (CB) 28 Bow Street, LONDON, WC2E 7AT 

Brentford (TB) The Half Acre, Brentford, Middlesex 

Brixton (LD) 367 Brixton Road, LONDON, SW9 7DD 

Bromley (PR) Widmore Road, Bromley, Kent, BR1 3BG 

Bushey (SU) 43 Clay Hill, Bushey, Herts. 

Caledonian Road < NO 470 Caledonian Road, LONDON, N7 8L E 

Cannon Row (AD) 1 Cannon Row’, LONDON, SW1A 2JL 

Carter Street (MS) 292 Walworth Road, LONDON. SE17 3RL 

Catford (PD) Bromley Road, Southend Village, Catford, LONDON, SEh 2RJ 

Chadwell Heath (JH) 14 Wangev Road, Chadwell Heath, Essex, RM6 4DB 

Chelsea (BD) 2 Lucan Place, LONDON, SW3 3PB 

Cheshunt (YC) 101 Turner’s Hill, Cheshunt, Herts, EN8 9BD. 

Chingford (JC) King’s Head Hill, LONDON, E4 7EA 
Chislehurst (PC) 47 High Street, Chislehurst, Kent, BR7 5AF 
Chiswick (TC) 205-211 High Road, LONDON, W4 2DR 
City Road (GD) 4-6 Shepherdess Walk, LONDON. N1 7LF 
Clapham (LM) 51 Union Grove, LONDON, SW8 2QU 
Claybury (JY) Manor Road, Woodford Bridge, Essex (closed 10 pm-6 am) 
Cobham (VC) 89 Portsmouth Road, Cobham, Surrey, KTl 1 1J J 
Collier Row (KL) 22 Collier Row Lane, Romford, Essex, RM5 3BP 
Croydon (ZD) Fell Road, Croydon, Surrey, CR9 1 BP 
Dagenham (KG) 561 Rainham Road South, Dagenham, Essex, RM10 7TU 
Dalston (GA) 39 Dalston Lane, LONDON, E8 3DF 
Deptford (PP > 116 Amersham Vale, LONDON, SE14 6LG 
Ealing (XD) 67-69 Uxbridge Road, LONDON, W5 5SJ 
Earlsfield (WF) 552 Garratt Lane, LONDON, SW17 0NZ 
East Dulwich (ME) 97 Crystal Palace Road, LONDON, SE22 9EY 
East Ham (KE) 4 High Street South, LONDON, E6 4ES 
East Molesey (VE) 1 Walton Road, East Molesey, Surrey KT8 ODE 
Fdgware (OF Whitchurch Lane, Edgware, Middlesex, HA8 61 A 
Edmonton (YE) 320 Fore Street, Edmonton, LONDON, N9 OPW 
Eltham (RM) 20 Well Hall Road, LONDON, SE9 6SF 
Enfield (YF) 41 Baker Street, Enfield, Middlesex, EN1 3EU 
ppsom (ZP) Church Street, Epsom, Surrey 
Erith (RE) 22 High Street, Erith, Kent, DA8 1QY 
Esher (VH) 113 High Street, Esher, Surrey, KT10 9QQ 
Farnborough (PF) Farnborough Common, Famborough, Kent, 

Fcuham (IF) 34 Hanworth Road, Feltham, Middlesex 
Finchley (SF) 193 Bailards Lane, LONDON, N3 1LZ 
Forest Gate (KF) 370 Romford Road, LONDON, E7 8BS 
Fulham (FF) Heckfield Place, LONDON, SW6 5NL 

ld 3n ^?^H 5 ^ GeraId Road ’ LONDON, SW1W 9EJ 
Gipsy Hill (LG) 16 Central Hill, LONDON, SE19 IDT 


BR68NE 


01-900 7212 
01-725 4212 
01-790 til3 
Burgh Heath 57251 
01-544 »i 11 
01-550 673.1 
01-876 7273 
0 1 -440 54 11 
01-228 4021 
Erith 37282 
01-739 9754 
01-304 3021 
01-953 4011 
01-980 1113 
01-836 1113 
01-568 3311 
01-733 6261 
01-464 6711 
01-950 1113 
01-607 1113 
01-930 7844 
01-701 1113 
01-697 1171 
01-590 1113 
01-589 7050 
Waltham Cross 27377 
01-529 1113 

01-467 1113 
01-994 1113 
01-488 5212 
01-720 8011 
01-550 6733 
Cobham 2041 
Romford 66321 
01-681 2677 
Ot-595 5222 
01-488 5212 
01-692 0221 
01 -900 7212 
01-947 6121 
01-693 1113 
-552 0911 
-979 0977 
01-91X3 7212 
01-803 5551 
01 -8 59 1X321 
01-366 3551 
Epsom 40411 
Erith 31472 
Esher 62017 
Farnborough 57S r l 

01-751 1113 
01-346 1113 
01-472 3472 
01-7 36 0991 
01-730 5101 
01-670 1113 
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Holders Green (SG) 1069 Finchle\ ’ > iH i a n „ 

Greenford (XG) 21 Oldfield Lane Green’fr^r? N J? ON ’ Nw " OOf: 

Greenwich (RD) 31 Royal Hill, LONDOn's’eYo^” 

Hammersmith (FD) 226 Shepherds B,1 r„ E5 OPA 

Hampstead (EH) 26i Rosslyn Hill, LONDON ’ NW3??n’ W6 7NX 
Harold Hill (KA) Gooshayes Drive HarnM mi 

Harrow (QA) 74 Northolt Road, South Harrow *mE ssex, RM3 8AE 
Harrow Road (DR) 325 Harrow Road, LONDON 'WSMSfe®* 2 0DN 

Heathrow (ID) Heathrow Airport w S„ 

Hendon (SN) 133 Brent Street, LONDON TW6 ijh - 

Highbury Vale (NV) 21 1 Blackstock Road LONnnv 
Highgate (YH) 407-409 Archwav i w!„u ND ?P J - N5 2 LZ 
Holborn (EO) 70 Theobalds Road, LON DO N 3 wr i v N oc ^ N ’ N6 4NW 
Holloway (NH) 284 Hornsey Road, LONDON Nt'tnv' D 

Hornsey (YR) 98 Tottenham Lane! Ho[l\ Ln’nH^^ 6NA 
Hounslow (TD) 5 Montague Road Hounslow tutaai ^ 

Hyde Park (AH) North of Serpentine LONI ONWnm W3 ILB 
Ilford (JI) 40 High Road, Ilford, Essex ° N ’ W2 2UH 

Isle of Dogs (HI) 240a West Ferry Road, LONDON, E14 
Islington (Nl) 277 Upper Street, LONDON Nl 2XW 
Kenley (ZK) 94-96 Godstone Road, Kenley, Surrey CR-> ur 
K ennington Rrad, (LK) 49-5 1 Kennington Road, LONDO^SEl 70A 

Kensington (BK) 72 Earls Court Road, LONDON, W8 6EQ Q 

Kentish Town (EX) 12a Holmes Road, LONDON NWS up 

Kilburn (QK) 38 Salusbury Road, LONDON NW6 6NN AE 

King s Cross Road (ND) 76 Xing’s Cross Road I ONDON wet v Qr\u 

Kingston (VD) 5-7 High Street Kingston-upon ’-Thames S^y KTULB 

Lavender Hill (WL) 176 Lavender Hill, LONDON SW11 l tx 3 D 

Lee Road (PE) 418 High Road, LONDON, SE12 8RW 

Leman Street (HD) 74 Leman Street, LONDON, El 8EU 

Lewisham (PL) 2 Ladywell Road, LONDON, SE13 7UR 

Leyton (JD) 215 Francis Road, LONDON, E10 6NL 

Leytonstone (JS) 470 High Road, LONDON, El 1 3HN 

Limehouse (HH) 29 West India Dock Road, LONDON E14 8EZ 

Loughton (JO) 158 High Road, Loughton, Essex 

Marylebone Lane (DM) 50 Marylebone Lane, LONDON, W1M 6DT 

Mill Hill (SH) 11-12 Dean’s Drive, Edgware, Middlesex, HA8 9NX 

Mitcham (VM) 58 Cricket Green, Mitcham, Surrey, CR4 4LA 

Muswell Hill (YM) Fortis Green, Finchley, LONDON, N2 9HW 

New Addington (ZA) 1 Overbury Crescent, New Addington, Surrey, CR0 OLR 

New Malden (VN) 184 High Street, New Malden, Surrey KT3 4ES 

Norbury (ZN) 1516 London Road, Norbury, SW16 4ES 

Northwood ( XNi 2 Murray Road, Northwood, Middlesex, HA6 2YW 

North Woolwich (KN) Pier Road, LONDON, E16 2JJ 

Norwood Green (XW) 190 Norwood Road, Southall, Middlesex 

Notting Dale (BN) 58 Sirdar Road, LONDON, Wll 4EG 

Notting Hill (BH) 101 Ladbroke Road, LONDON, W11 3PL 

Paddington Green (DDi 4 Harrow Road, LONDON, W2 I XJ 

Peckham (MM) 177 Peckham High Street, LONDON, SE15 SSL 

Penge (PG) 175 High Street, LONDON, SE20 7DS 

Pinner (QP) Bridge Street, Pinner, Middlesex, HA5 3LA 

Plaistow f KO) 444 Barking Road, LONDON, E13 8HJ 

Plumstead (RP) 216 High Street, LONDON, SE18 1JL 

Ponders End (YP) 204-214 High Street, Ponders End, Middlesex 

Potters Bar (SP) The Causeway, Potters Bar, Herts. 

Putney (WP) 215 Upper Richmond Road, L( >\l)ON, SW15 6SH 
Rainham (KM) 3 New Road, Rainham, Essex, RM13 9PW 
Richmond (TR) 8 Red Lion Street, Richmond, Surrey 
Rochester Row (AR) 63 Rochester Row, LONDON, SW1P 1LH 
Romford (KD) 19 Main Road, Romford, Essex, RM1 3BJ 
Rotherhithe (MR) 99 Lower Road, LONDON, SE16 2 XQ 
Ruislip(XR) The Oaks, Manor Road, Ruislip, Middlesex, HA4 7LE 
St. Ann’s Road (YA) 289 St. Ann’s Road, Tottenham, Nl5 5RD 
St. John’s Wood (DS) 20i Newcourt Street, LONDON, NW8 7AA 
St. Mary Cray (PM) 79 High Street, St. Mary Cray, Kent BR5 3NH 
Shepherds Bush (FS) 252-258 Uxbridge Road, LONDON, W12 7JB 
Shooters Hill (RH) Shooters Hill, LONDON, SE18 4RF 
Sidcup (RS) 87 Main Road, Sidcup, Kent, DAM 6ND 
Southall (XS) 67 High Street, Southall, Middlesex 
Southgate (YS) 25 Chase Side, Southgate, LONDON, N14 5BW 
South Norwood (ZS) 83-84 High Street, LONDON, SE25 6EA 
Southwark (MD) 323 Borough High Street, LONDON, SEI 1JL 

taines ns) 2 Staines Road, Staines, Middlesex irttsinON N16 8DS 

Streatham (LS) 101 Streatham High Road, LONDON, SW16 1HJ 
bui.Mury (TY) 67-71 Staines Road East, Sunbury, Surrey 
aurbiton (VS) 1 Dittnn Road. Tolworth. Surrey KT6 6RD 


!M-458 7455 
01-900 7212 
01-858 8055 
01-488 5212 
01-748 1113 
01-725 4212 
01-900 7212 
Ingrebourne 46622 
01-900 7212 
01-725 4212 
01-900 7212 
01-759 7555 
01-202 6113 
01-226 1113 
01-340 4451 
01-725 4212 
01-263 0973 
Hornchurch 46606 
01-340 1113 
01-572 7333 
01-434 5212 
01-553 3811 
01-488 5212 
01-226 3291 
01-660 1113 
01-928 6900 
01-937 7288 
01-485 8533 
01-900 7212 
01-837 9121 
01-546 7777 
01-228 8565 
01-852 1113 
01-488 5212 
01 -690 4731 
01-556 9023 
01-556 5313 
01-488 5212 
01-508 2136 
01-725 4212 
01-959 1113 
01-648 2121 
01-444 7171 
Lodge Hill 42614 
01-942 1113 
01-679 2333 
01-900 7212 
01-476 1205 
01-900 7212 
01-727 8611 
01-229 4363 
01-725 4212 
01-639 4333 
01-659 2121 
01-900 7212 
01-476 9211 
01-855 1113 
01-804 1113 
Potters Bar 52211 
01-788 1113 
Rainham 52225 
01-948 1371 
01-434 5212 
Romford 23311 
01-237 0582 
01-900 7212 
01 -800 0606 
01-725 4212 
Orpington 70621 
01-743 1113 
01-856 7151 
01-300 9311 
01-900 7212 
01-886 4441 
01-653 1113 
01-407 8044 
Staines 57761 
01-488 5212 
01-769 1113 
Sunbury 84121 
01-399 1113 
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Igry ? 1 


E.9RH 


BX 


Wa M • S 1 eel (CV) 1 OVine ree^Lnvnn ^ 

Walhngton (ZW) 84 s t •* fr7 Vi C d ' LONDON, WlV 9 PF 
Waltham Abbey (Ja) 35 Sim ? oad » Wallington, Surrey CRO avp 

Walthamstow Abbe^, EsSf NE 

Wealdstone (QW) 78 Hi|h J^ d ’ W^'? 0 *’ E11 2 R Q ” 

ws: ga s sss@“HS !£s ^-!^ ™° 0LO 

|sasSSaar 

Willesden Green (OL) o£h^ o’ LONDON, N20 OLW 

Wimbledon (VW) 15 Oueen ^Ro^i nv^P>9 N ’ NW] 0 2PP 
Wliv>hm„™ ii:n A;,,,y"r? n _ s Road, LONDON S\vio g\,\ 

3RT 


(YW) 


Essex 


Woolwich RWnQICf ^ ,gh c Road ' LONDON. N 12 -H 2 
ouwich (RW t 29 Market Street, LONDON. SE18 6QS 

River Police Static* 


River Police Stations 

RhPl 65 •^Y?T ) TrPift?? sdale Road - London. SW13 9PY 
g“? ( , UE !, 2 ,L I ? i ?, h Str “‘’ ®*h. K=m DA8 V4< 

Hampto.i (LM) Platts nvot. Hammnn vr 


uVn \ niiX'gr Street ’ Erith ’ Kent > DA8 1QY 
Snepperton (UP) Shepperton Lock Island, Sneppe 


■esex. TW1 


T T /\ 


Wapping (UD) 98 Wapping High Street. LONDON. El 9NE 

Waterloo Pie** (UW) Water>oo Pier \ 1 T r fl n 7k F m nan a » T i 
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. . , , CiE V OF LONDON 

26 Old Jewry, London, EC2R 8D 

Tel. 01-6<K> •'■’’(66, 


J 


The Commissioner of Police for the Citv if i i 

streets in Ihe E.C Postal District are situated in the to ^ r ?. w attention to the fact that some 

concluded that E.C. after an address necessarily Po, ' ce District, and it should not be 

of London, E.C.3, are in the MetropolitanPohceDistrict'** Finsbury Pavement, E.C.2, and H. M. Tower 


Lord Mayor: Aid. The Rt. Hon. Sir Henrv c- 

Aid. and Sheriff: Air Cmdr. the Hon. Peter Vannert ° X ’ G ' B,E '’ M-A '’ D - UTT - 

Mr. Sheriff: Andrew Hugh Fitzgerald Olson, Esq b sc' 8 ” ^ MA ' 

Recorder: Sir Carl Douglas Aarvold, o b e., t .i> 

Clerk of the Peace: Leslie Balfour Boyd, Esq. 

COm ™&lutOT r , London! Telex eS Pa8C ’ Esq '’ QPM - Te1, 01 ‘ 606 8866 - Telegraphic Address: 


Assistant Commissioner: W. H. Stapleton, q.p.m. 

Commander : E. W. Bright. 

“A” Department: Chief Supt. G. Lee. 

C.I.D.: Chief Supt. P. Coppack. 

C.l.D. (Company Fraud): Chief Supt. K. Taylor. 

“B" Department: Chief Supt. W. A. Burley. 

“B” Division: Chief Supt. K. Short. 

“C” Division: Chief Supt. J. Stimson. 

“D” Division: Chief Supt. A. Francis. 

cornmuni cat ions should be addressed to “The Commissioner of Police for the City of London, 
26 Old Jewry, E.C.2, 


JUSTICE ROOMS, held at the Mansion House (Daily) and Guildhall (Daily)— 
Saturdays 10.0 a.m. to 12.0 noon. 

Chief Clerk Mansion House, Justice Room, J. H. Tratt, Esq. 

Senior Chief Clerk Guildhall, Justice Room, Anthony Geo. J. Chandler, Esq. 

Petty Sessions for City of London: Mansion House (daily), Guildhall (daily). 


PORT OF LONDON AUTHORITY 

Chief Constable: Peter Gannon. Tel. 476 6900, Ext. 96/235. 

Headquarters: Gallions Entrance, Royal Albert Dock Basin, London, E.16. Tel. 
01-476 6900, Exts. 96/279 and 96/284. Admin.: Chief Supt. E. Ellen, ll.b. 96/279. 
C.l.D.: Det. Chief Supt. J. Tuplin (95/4i 5 and 01-476 096 >). Communications 
Office: Tel. 01-476 5555 or 01-476 6900, Ext. 95/416. Telex. LDN 897016. 

India and Millwali Docks : Sub-Divisional Headquarters, West India Dock, London. 
E.14. Tel. 01-476 6900, Ext. 94/223. Chief Insp. F. W. Rea (94/380). C.l.D. 94/382. 

Royal Victoria and Albert and King George V. Docks: Divisional Headquarters. 
Royal Albert Dock, London, E.16. Tel. 01-476 6900, Exts. 95/223 and 95/233. 
Supt. R. H. Harney (95/407). 

Tilbury Docks: Sub-Divisional Headquarters, Tilbury Docks, Essex. Tel. Tilbury 3444 
Ext. 223. Chief Insp. K. Luck (283). C.l.D.: Det. Insp. E. Graves (300). Telex. 
TIL 897210. 

Strength of Force: 316. 


SMITUFIE1.D MARKET 

London Central Markets (Smithfield), Meat, i ’oultry and Provisions 

Clerk and Superintendent : D. J. Noakes, m.b.e., Offices, Grand Avenue, Central Markets, 
London, EC1A 9AA. Tel. 01-236 8734. 

Chief Meat Inspector for the City of London: W. R. Lee, m.inst.m., m.a.p.h.i., Offices, 

79-83, Charterhouse Street, EC1M 6HJ. Tel. 01-253 3254. 

Veterinary Officer , Diseases of Animals Acts: G. S. Wiggins, m.r.c.v.s., f.r.s.h., 41, 
Condor House. 13/14, St. Paul’s Churchyard. London, E.C.4. Tel. 01-248 2570. 
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he president: M.. — l-b.e., q. p . m ., d . l . 

L president: Mr. W. Stansfield, c.b.e., m.c., q. p m 
Mediate Past President: Mr. J. Haughton, c.b.e., q. p . m . 

Commissioner of Police of the Metropolis: Sir Robert Mark, Q P M 

Honorary Treasurer and Conference Secretary: Mr. B. Morrissey Q P M 
tera! Secretary: Mr. F. W. C. Pennington. o.b.e.. o.p.m C ’^ Q ' P ' M - 


OFFICERS OF THE ASSOCIATION 

r.C.H.Cooksley,c.B.E., 0 . PM . )D , IATlON 


Cfene 


Penningt 

REGIONAL CONFERENCES 


No. 1 (North West) Region 

» .-/,»• Mr W. Kelsall, o.b.e., q.p.m. (Cheshire). 
Cha ‘Zrv R- S. Barratt, o.p.m. (Greater 

Secretary . 

Mane ■ £ , ife Cumbria, Lancashire, Merseyside, 

^Greater Manchester, Royal Ulster Constabulary. 

No. 2 (North East) Region 
Chairman: Mr! R. Walton, o.b.e., q.p.m. (Humber- 

c srfptarv P F. M. White, (North Yorkshire). 

S r Durham, Humberside. Northumbria, South 
Yorkshire, Cleveland, West Yorkshire, Metro¬ 
politan, North 1 rk shire. 

No. 3 (Midland) Region 

;; Mr. A. M. Rees, c.b.e., q.p.m., d.l., m.a. 

(Staffordshire). 

Secretary: Mr. J. G. Morrison, O.b.e., Q.p.m. 

(West Midlands). .... fcjf 

Forces: Staffordshire, Warwickshire, West Mercia, 

West Midlands. 

No. 4 (Eastern) Region 
Chairman: Mr. A. Burns, d.s.o., Q.pm* (Suttolk). 
Secretary: F. G. Hulme, Q.p.m (Derbyshire). 
Forres: Derbyshire, Leicestershire, Lincolnshire, 


No. 5 (South East) Region 

VaTleyk ^ D * Holdsworth ’ ^ P - M - (Thames 
Secretary: J. Duke, (Essex). 

Forces. ^ Bedfordshire, Essex, Hampshire, Hert- 
tordshire, Kent, Surrey, Sussex, Thames Valley. 

No. 6 (South West) Region 
Chairman: Mr. A. Hambleton, o.b.e., m.c., q.p.m. 
(Dorset). 

Secretary: L. F. Pearce, (Avon and Somerset). 
Forces: Devon and Cornwall, Dorset, Gloucester¬ 
shire, Wiltshire, Avon and Somerset. 

No. 7 (Wales) Region 

Chairman: Mr, T. G. Morris, c.b.e., q.p.m., d.l. 
(South Wales). 

Secretary: Mr. R. J. Webb, (South Wales). 

Forces: Dyfed Powys, Gwent, North Wales, South 

Wales. 

No. 8 (Metropolitan) Region 
Secretary: Mr. G. J. Kelland, Q.p.m. (Metropolitan). 
Forces: City of London Police, Metropolitan 

Police. 


THE POLICE SUPERINTENDENTS’ ASSOCIA1H- ..r 

ENGLAND AND WALES ^ 216 

Police Headquarters, 26 Old Jewry, London, E 

01-285. , committee: Chief Superin- 

ident of the Association and Chat ^ u | a Yy^F u 11 Street, Derby, DEI 2EN. 

tendent H. M. Shelley, Derbyshire . n don Police Headquarters, 26 Old 

etary: Chief Supt. B. Rowland, q.p m. City o on 

Jewry, London, EC2R 8DJ. ^ Midlands Police. Yardley Road, co 

surer: Superintendent M. D. Young, 

Green, Birmingham. 

Mont Secretary: Vacant. 

POLICE FEDERATION ^ ^ 01 . JW 22 24. 

" m Langley Road, Surbiton, Su^ j, * rg 


I tucr tl' I • :! i, iJ/I / LdJlBlVJf * police 

he Federation is the representative bo y_d j n accordance 
eluding Chief Inspectors. It was estab 


and 1964. 


’non: L. P. Male, West Midlands Police, 
fry.- R. H. Pamplin, o.b.e.. Metropolitan M 
««: P. R. utham. Metropoh.an Poh«. 









